From: 

Foley, Diane (HHS/OASH) </0-EXCH ANGELABS/GU- EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPI ENTS/CN = BCBB7A763D4A4E3G96C2061C2CBS254E-FQLEY, 
DEBO> 

To: 

Silver, Karen (OS/OASH) </o- ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BOH F23SPDLT)/cn=Redpients/cn=f656a 174bc544812a28a8799b 18SaSH-Si 1 ver, Kar>; 
Johnson, David M. (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=166c943c0b6741108d049e3 lf3 1030 lc-Johnson, Da >; 
Moskosky, Susan B (HHS/OASH) < /o=Excha nge La bs/ou=Excha nge Administrative Group 
(FYDI BOH F23S PDLT)/cn=Redpients/cn=e 17cb2f0f7ee48e6aeb7894560bl673c- Moskosky, S> 

Subject: 

Re: Proposed response to the Legal Decision 

Date: 

2018/07/17 19:06:37 

Priority: 

Normal 

Type: 

Note 


FYI 



Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/111 IS 

Phone: (240)453-2888 


On: 17 July 2018 17:25, 

"Silver, Karen (OS/OASH)" < Karen.Si 1 ver@hhs.gov > wrote: 


(b)(5) 

Karen 


On: 17 July 2018 17:18, "Johnson, David M. (HHS/OASH)" 
< david.iohnson@hhs.gov >wrote: 

HI all 

I have CC'ed Karen on this for her info. 


















David M. Johnson, MPH 
Operations and Management Officer 
Office of Population Affairs 


240.453.2841 


(b)(6) 


- mobile 


David.Johnson@hhs.Eov 


From: Moskosky, Susan B (HHS/OASH) 

Sent: Tuesday, July 17, 2018 5:25 PM 

To: Johnson, David M. (HHS/OASH) < david.iohnson@hhs.gov >; Foley, Diane (HHS/OASH) 

< Di 3 ne.F 0 lev@hhs.gov > 

Subject: RE: Proposed response to the Legal Decision 


(b)(5) 


Susan B .Moskosky, MS, WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 

«OLE Object: Picture (Device Independent Bitmap) » 


From: Johnson, David M. (HHS/OASH) 

Sent: Tuesday, July 17, 2018 5:21 PM 

To: Moskosky, Susan B (HHS/OASH) < Susan.Moskoskv@hhs.gov >; Foley, Diane (HHS/OASH) 
< Diane,Foiev@hhs,gov > 

Subject: RE: Proposed response to the Legal Decision 


Yes, someone (reporter or entity) asked com ms if we had a comment, 
(b)(5) 


David M. Johnson, MPH 
Operations and Management Officer 
Office of Population Affairs 
240,453.2841 
















- mobile 


(b)(6) 


David.iohnson (5) hhs.gov 


From: Moskosky, Susan B (HHS/OASH) 

Sent: Tuesday, July 17, 2018 5:17 PM 

To: Johnson, David M, (HHS/OASH) < david.jahnsQn@hh5,gQv >; Foley, Diane (HHS/OASH) 

< Diane.Folev@hh5.gov > 

Subject: RE: Proposed response to the Legal Decision 


Hi David, 


(b)(5) 


Susan B Moskosky, MS, WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 24^453-2888 

«OLE Object: Picture (Device Independent Bitmap) » 


From: Johnson, David ML (HHS/OASH) 

Sent: Tuesday, July 17, 2018 5:13 PM 

To: Moskosky, Susan B (HHS/OASH) < Susan.Moskoskv@hhs.gov >: Foley, Diane (HHS/OASH) 
< Diane.Folev@hhs.gov > 

Subject: Proposed response to the Legal Decision 

Importance: High 


HI Diane and Sue. 

Mark has asked if OPA has a comment regarding the court decision released today. 
Com ms has received questions if we would like to comment. 

















David M. Johnson, MPH 
Operations and Management Officer 
Office of Population Affairs 


240.453,2841 


(b)(6) 


- mobile 


DavidJohnson@hhs.KOV 


Sender: 

Foley, Diane (HHS/OASH) < /0=EXCH A NG ELA BS/0 U=EXCHANGE ADMINISTRATIVE GROUP 
(F YDI BO H F2 3S PDLT)/CN=R ECI PI E NTS/CN = BCBB7A763D4A4E3096C2061C2CB8254E-FOLEY, 
DEBO> 

Recipient: 

Silver, Karen (QS/OASH) </o=ExchangeLab$/ou=Exchange Administrative Group 
{FYDIBOHF23SPDLT)/cn=Recipients/en =f656a 174bc544812a28a8799b 185a5f4-Si[ver, Kar>; 
Johnson, David M. (HHS/OASH) </o=Exchange La bs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/c n=Reci p ients/cn=166c9 43 cO b6741108d049e31 f310301c - Jo b n so n, Da>; 

M oskos ky, Susan B (H HS/OAS H) </o =Excha ngeLabs/ou - Excha nge Ad m i n istra ti ve Grou p 
(F Y DI BO H F23S PDLT )/c n=Reci p ients/cn - e 17 c b 2f0f7ea 48e6ae b7894560 b 1673c- Moskos ky, 5> 

Sent Date: 

2018/07/17 19:06:33 

Delivered Date: 

2018/07/17 19:06:37 













From: 

Moskosky, Susan B (HHS/OASH) </0= EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE 
GROUP (FYDIBOHF23SPDLT)/CN = RECIPIENTS/CN=E17CB2F0F7EA48E6AEB7894560B1673C- 
MOSKOSKY, S> 

To: 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

NRHC Presentation 

Date: 

2018/07/18 13:46:33 

Priority: 

Normal 

Type: 

Note 


Hi Diane, 

Here you go. Slides that include updates on more current OPA activities start on Slide 45, but 
there are several in the beginning that include summary data on clients served, 

Hope these are helpful. 

Thanks, 

Sue 

Susan B Moskosky, MS, WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 


Sender: 

Moskosky, Susan B (HHS/OASH) </0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE 
GROUP (FYDIBOHF23SPDLT)/CN = RECIPIENTS/CN=E17CB2F0F7EA48E6AEB7894560B1673C- 
MOSKOSKY, S> 

Recipient: 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3S PDLT)/en=Red p ie nts/c n=bcbb7a763d4a 4e3096c2061c2cb8254e- Fol ey, Debo> 

Sent Date: 

2018/07/18 13:46:29 

Delivered Date: 

2018/07/18 13:46:33 
















From: 

Foley, Dtane {HHS/OASH) </0-EXCH ANGELABS/GU- EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPI ENTS/CN = BCBB7A763D4A4E3096C2061C2CB3254E-FQLEY, 
DEB0> 

To: 

Gray, Oneika (HHS/OASH) </o=ExcFiangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3S PDLT)/c n=Red pients/c n=b7c446d71 d ac4354a 8218c8e08 bffd 51 -G ray, Oneik> 

Date: 

2013/07/19 11:16:00 

Priority: 

Normal 

Type: 

Note 


Could you please print out this as a handout (2 per page) for me for a presentation at 11:30 in 
Rm729? 15 copies 

Thank you! 


Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Heaith/HHS 

Phone: 240-453-2888 (o) 

(c) 


(b)(6) 


Sender: 

Foley, Diane (HHS/OASH) </0=EXCHAMGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(F YDI BO H F2 3S PDLT)/CN=R ECI PI E NTS/CN = BCBB7A763D4A4E3096C2061C2CB8254E-FOLEY, 
DEBO> 

Recipient: 

Gray, Oneika (HHS/OASH) < /o -Exchange La bs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=b7c446d71dac4354a8218c8e08bffd51-Gray, Oneik> 

Sent Date: 

2013/07/19 11:16:16 

Delivered Date: 

2018/07/19 11:16:00 

















From: 

Victoria Jennings (b)(6) Sgeorgetown.edu> 

To: 

Foley, Diane (HHS/OASH) </o“ Exchan gel_abs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a 4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

Re: original article 

Date: 

2018/07/19 13:25:10 

Priority: 

Normal 

Type: 

Note 


Hi again, Diane. See the attached response to the article. Dr. Mosley, the author, is very 
well respected in this area. IMO, he did a great job with this. It's tough! 

Hope to see you again soon. 

Victoria 

On Wed, Jul 18, 2018 at 1:43 PM, Foley, Diane (HHS/OASH) < Diane.Folev@hhs.gov > 
wrote: 


Hi - I enjoyed our time last evening! I was able to open the original article but not the 
rebuttal. I did not read it yet but will get back to you with my thoughts when I do. 

Thanks so much for sharing it! 

Diane 

Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health. HHS 

Phone: (240)453-2888 


On: 17 July 2018 22:14, 
"Victoria Jennings" 


(b)(6) 


5)georgetown.edu >wrote : 


hope this makes it! let me know if you have a problem opening either. I can get them to 
you another way on Thursday. 


Victoria 


http://iournal.eigh.Org/index.php/cigh/article/view/l 84/469 

Victoria Jennings, Ph.D. 





















Director, Institute for Reproductive Health 
Professor, Department of Obstetrics and Gynecology 
Georgetown University 
1825 Connecticut Ave,. NW, Suite 699 

Washington. DC USA 20009 


phone: 
www.irh.org 


(b)(6) 


Victoria Jennings, Ph.D. 

Director, Institute for Reproductive Health 
Professor, Department of Obstetrics and Gynecology 
Georgetown University 
1825 Connecticut Ave., NW, Suite 699 
Washi ngton , D C USA 20009 
phone: 


(b)(6) 


www.irh.org 


Sender: 

Victoria Jennings I (b)(6) i@igeorgetown.edu > 

Recipient: 

Foley, Diane (HHS/0ASH) </o=Exchan geLabs/ou=Exchange Administrative Group 
(F YDI BO FI F2 3S PDLT)/c n=Red pients/c n=bcbb7a763d4a4e3096c2061c2cb8254e- Fol ey, Debo> 

Sent Date: 

2018/07/19 13:23:22 

Delivered Date: 

2018/07/19 13:25:10 


















From: 

Silver, Karen (OS/OASH) </0-EXCHANGELABS/QU = EXCHANGE ADMINISTRATIVE GROUP 
(F YDI BO H F2 3 SP D LT)/C N=RECI PI E NTS/ CN=F656A17 4BC544812A28 AS799B185 A5 F4- SI LVER, 
KAR> 

To: 

Foley, Diane (HHS/OASH) </o=Exch a nge La bs/ou=Exchange Administrative Group 
(FYDIBO H F2 3SP D LT)/cn=Redplents/cn=bcbb7a763d4a4e3096c206lc2cto8254e-Foley, Debo> 

CC: 

Moskosky, Susan B (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redplents/cn=el7cb2f0f7ea48e6aeb7894560b1673c-Moskosky, S> 

Subject: 

Facilitating State-Wide Collaboration around Family Planning 

Date: 

2018/07/19 13:27:04 

Priority: 

Normal 

Type: 

Note 


Hi Diane, 

This is the Zika article I mentioned that describes how 8 states collaborated. 
Best, 

Karen 


Sender: 

Silver, Karen (OS/OASH) </0=EXCHANGELABS/OU = EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBO H F235P D LT)/CN=RECI PI ENTS/CN=F656A174BC544812A28A8799B185ASF4-5I LVER, KAR> 

Recipient: 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3 SP D LT)/cn=Reci pi en ts/ cn=bcb b 7 a763d 4a4e3096c2061c2c b8254e- Fo 1 ey, Debo>; 

Moskosky, Susan B (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=el7cb2f0f7ea48e6aeb7894560bl673c-Moskosky, S> 

Sent Date: 

2018/07/19 13:27:02 

Delivered Date: 

2018/07/19 13:27:04 

















From: 

Oakley, Caitlin B, (OS/ASPA) </0 - EXC H AN G E LABS/ Oil - EX CHAN G E ADMINISTRATIVE GROUP 
(F YD I BO H F2 3 SP D LT)/C N = REG PI E N TS/ CIM=E 5 E E4C3 5534C4 A F9 B D AG46789CO34790*0A KIEV, 
CAI> 

To: 

Oakley, Caitlin B. (OS/ASPA) </o=Exchange Labs/ou=Exchange Administrative Group 
(F YD I BO H F2 3 SP D LT)/cn=Reel pi ents/cn=e5ee4c35534c4af9 bd a c46789c034790-Oa k 1 ey, Cai> 

Subject: 

WTAS | SUPPORT FOR THE TRUMP ADMINISTRATION'S ACTIONS THIS WEEK TO LOWER THE 
PRICE OF PRESCRIPTION DRUGS AND PUT ’AMERICAN PATIENTS FIRST' 

Date: 

2018/07/20 12:22:16 

Priority: 

Normal 

Type: 

Note 


WHAT THEY ARE SAYING | SUPPORT FOR THE TRUMP 
ADMINISTRATION'S ACTIONS THIS WEEK TO LOWER 
THE PRICE OF PRESCRIPTION DRUGS AND PUT 
'AMERICAN PATIENTS FIRST' 

"Secretary Alex Azar has advanced a number of bold initiatives in recent days to 
provide lower prescription drug prices for patients." 


Former Wisconsin Governor and HHS Secretary Tommy G. Thompson: "Secretary Alex 
Azar has advanced a number of bold initiatives in recent days to provide lower prescription 
drug prices for patients. This includes an FDA initiative to increase competition in the 
biosimilar market. He has also continued to signal his intent to restructure the 
pharmaceutical rebate system to allow for lower out-of- pocket expenses for consumers. 
These initiatives are designed to promote competition and properly incent the 
marketplace. Secretary Azar has also proposed limited-scale importation of generic drug 
products in instances where manufacturers are taking advantage of limited supply, and 
increasing prices and ultimately hurting patients. While importation doesn't make sense on 
a broad scale due to the inability of FDA to ensure safety, FDA should be able to carefully 
control the safety of importation in instances of clear abuse, and this will help patients. This 
is a commonsense and pragmatic approach in instances where egregious business conduct 
harms patients." 

Senate Committee on Health, Education, Labor, and Pensions Chairman Lamar 
Alexander: "I'm glad to see the Secretary explore new ways to increase competition and 
lower drug prices by importing prescription drugs so long as the Food and Drug 
Administration approves the safety and effectiveness of those drugs and of the supply 
chains that carry them to American consumers." 

The Heritage Foundation: "Secretary Azar is right to focus on ways to lower health care 
costs and improve choices. Prescription drug costs are one of the many health care 











challenges facing Americans today along with Obamacare's ongoing damage. There's a lot 
of work that needs to be done. We look forward to working with Secretary Azar on 
solutions that help Americans.” 

America's Health Insurance Plans: "Addressing drug prices is an urgent national priority. 
American patients and families deserve prescription drugs that are affordable, innovative, 
and improve their health and well-being. We appreciate the recent focus by the 
Administration, Members of Congress, and other stakeholders to identify and advance 
policies to reduce drug prices and costs across the U.S. health care system. We agree that 
improving choice and competition will deliver lower drug prices and costs for patients, 
consumers, employers, and governments.” 

Senate Committee on Aging Chairman Susan Collins: "I appreciated receiving a call from 
Secretary Azar on the importation of prescription drugs from countries whose safety 
standards match ours. I have long advocated for safe reimportation as a means of lowering 
prices for consumers. The Administration's decision to examine how to safely import 
certain sole-source prescription drugs in response to egregious price increases is an 
encouraging step in the right direction." 

Campaign for Sustainable Rx Pricing: "The recent announcements by companies like 
Pfizer, Novartis, Lilly, and Merck that they will take various positive steps on drug prices by 
cutting the price of certain drugs, limiting forthcoming price increases, or supporting 
procompetitive reforms like the CREATES Act are welcome news. The Trump 
Administration deserves real credit for its focus on out-of-control drug prices over the last 
18 months." 

Senate Committee on the Judiciary Chairman Chuck Grassley: "Today's announcement 
by the Department of Health and Human Services shows movement in the right direction in 
the fight against high drug prices, but it's long overdue. This has been an ongoing problem 
for more than 20 years and its way past time to make real progress and help millions of 
Americans who struggle to pay exorbitant prices for their medications. I encourage this 
Task Force to work quickly and efficiently so they can move forward with providing 
Americans real relief." 


Social Media Mentions 

Steve Forbes, Chairman &Editor-In-Chief, Forbes: "Yes, the President's plan is working! 
More innovation, more competition and more access leads to lower drug prices. The 
President and his team are delivering, and now it's time for PBMs and health insurers to do 
the same.” 

America's Health Insurance Plans: "Thank you for your leadership, @SecAzar. We are 
committed to working constructively with drug makers that sincerely want to lower drug 
prices and costs for all Americans." 


American Association for Kidney Patients: "HHS SECRETARY AZAR PUTS PATIENTS 
FIRST! Merck lowers 6 drug prices w/Hepatitis C drug by 60% CRITICAL NEWS FOR 
KIDNEY+TRANSPLANT PATIENTS!” 

National Psoriasis Foundation: "We appreciate @SGottliebFDA's commitment to 
ensuring a robust market for #biosimilars to increase access to critical therapies for 
#PsO/#PsA patients.” 

Pfizer, Inc.: "Increasing access to #biosimilars offers many benefits to Americans &the US 
healthcare system, including more treatment options and an estimated $54 billion dollars 
in potential savings over the next decade" 

Council for Affordable Health Coverage: "Creating a robust market for + expanding 
access to #biosimilars is a key part of our latest recommendations to the Trump 
administration. We look forward to reading FDA’s action plan." "Expanding pathways for 
#biosimilar development is truly putting #AmericanPatientsFirst.” 

American Association of Pharmaceutical Scientists: 'The administration took another 
significant step on drug pricing yesterday — arguably its most impactful step to date — 
when @SGottliebFDA rolled out a new plan to spark the development of more biosimilar 
drugs." 


Kay Cole James, President, The Heritage Foundation: "We need to focus on ways to 
lower health care costs and improve choices. I appreciate @SecAzar’s commitment to this 
issue and look forward to working with him on solutions that help all Americans.” 


Sender: 

Oakley, Caitlin B. (OS/ASPA) </0=EXCHANGELABS/OU=EXCHANGE ADMIIMISTRATl VE GROUP 
(FYDIB0HF23SPDLT)/CN=REC1P1ENTS/CN=E5EE4C35534C4AF9BDAC46789C034790-OAKLEY, CAI> 

Recipient: 

Oakley, Caitlin B, (OS/ASPA) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F Y D I BO H F2 3 SP D LT)/cn=Reci pi ents/cn=e5ee4 c35534c4 af9 bd a c46789c034790-Oa k 1 ey, Cai> 

Sent Date: 

2018/07/20 12:21:22 

Delivered Date: 

2018/07/20 12:22:16 









From: 

Johnson, David M. (HHS/OASH) </0-EXCH ANGELABS/OU - EXCHANGE ADMINISTRATIVE 
GROUP (FYDIBOHF23SPDLT)/CN=RECIPI ENTS/CN - 166C943C0B6741108D049E31F310301C- 
JQHNSQN, DA> 

To: 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=tx:bb7a763d4a4e3096c2061c2cb8254e-Fotey, Debo> 

Subject: 

RE; Potential Demonstrations at the Humphrey and Switzer Buildings Week of July 23rd 

Date: 

2018/07/20 13:52:40 

Priority: 

Normal 

Type: 

Note 


Hi, 

Yes, thank you for it! 

Hope your day is going well. 
David.. 


David M. Johnson, MPH 
Operations and Management Officer 
Office of Population Affairs 
240.453.2841 


(b)(6) 


- mobile 


David.Johnson@hhs.gov 


From: Foley, Diane {HHS/OASH) 

Sent: Friday, July 20, 2018 1:32 PM 

To: Johnson, David M. (HHS/OASH) <david.johnson@hhs.gov> 

Subject: Re: Potential Demonstrations at the Humphrey and Switzer Buildings Week of July 23rd 


Thanks - did you get the form? 

Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: (240)453-2888 


On: 20 July 2018 13:16, 

"Johnson, David M. (HHS/OASH)" < david.iohnson@hhs. gov >wrote : 
FYl 

Just in case you did not receive this. 


David M, Johnson, MPH 















Operations and Management Officer 
Office of Population Affairs 
240.453.2841 


(b)(6) 


- mobile 


David.Johnson@hhs.gov 


From: Announcements to all HHS DC Area Staff < HHS-STAFF-METRODC@LiST.NIH.GOV >On Behalf Of 
HHS News (HHS/ASPA) 

Sent: Friday, July 20, 2018 12:46 PM 

To: HHS-STAFF-METRODC@LIST.NIH.GOV 

Subject: Potential Demonstrations at the Humphrey and Switzer Buildings Week of July 23rd 

MESSAGE OPTION 1: NOTICE OF DEMONSTRATION 

There are several groups planning unannounced and planned demonstrations at the 
Humphrey and Switzer buildings next week. These groups are ADAPT, National 
Council on Independent Living (NCIL) and Planned Parenthood (PP). 


Please be extra cautious coming to either the Humphrey or Swit zer buildings beginning 
Monday morning July 23rd and throughout the rest of the week. (b)(7)e 


(b)(7)e 


*Pfease note you are receiving this email because you are using an email account supported by the Department of 
Health and Human Services. HHS News cannot remove you from this email list. Please do not respond to this 
email. If you have questions or comments regarding the content above, please contact the sponsoring organization 













listed* If you would like to submit a message for HHS News dispersal, please email HHS.N e w s @hh s . gov > Thank 

you. 


Sender: 

Johnson, David M. (HHS/OASH) </0=EXCHANGELABS/0U = EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF235PDLT)/CN=RECIPIEI\nS/CN=166C943C0B6741108D049E31F310301C-JOHNSON, DA> 

Recipient: 

Foley, Diane (HHS/OASH) <jo =Exchange La bs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley, Debo> 

Sent Date: 

2018/07/20 13:52:40 








From: 

McKnight, Rhonda M (HHS/OASH) </Q=EXCHANGE LA BS/QU=EXCHANGE ADMINISTRATIVE 
GROUP (FYDIBOHF23SPDLT)/CN -RECIPIENTS/CN=5C5E327E19494A06ABB5DB1COF672 B39- 
MCKNIGHT, R> 

To: 

Moskosky, Susan B (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=el7cb2f0f7ea48e6aeb7894560bl673c-Moskosky, S> 

CC: 

Silver, Karen (OS/OASH) </o-ExchangeLabs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn=Red pi ents/ cn=f656a 174bc544812a 28a8799b 18 5 a 5fA -S i 1 ver, Kar>; 

Johnson, David M. (HHS/0ASH) </o=Excha n g eLabs/ ou =Exehange Admtnistratfve Group 
(F YD I BO H F2 3 SP D LT)/cn=Reci pi ents/ cn = 166 c943c0 b6741108d049e3 If310301oJ oh nson, Da>; 
Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn- Recipients/cn- bcbb7a763d4a4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

RE: CLEARANCE 0774i CDC "Updated Zika Guidance on Preconception & Sexual Transmission" 

Date: 

2018/07/23 12:29:25 

Priority: 

Normal 

Type: 

Note 


Good Afternoon, 

Thanks for the clearance. 

Enjoy the day © 

Rhonda McKnight 

Department of Health and Human Services 
Office of the Assistant Secretary for Health 
Executive Secretariat (0A5H/ES) 

200 Independence Avenue, SW 
Room 711-G, Humphrey Bldg. 

Washington, DC 20201 
202-401-9077 

From: Moskosky, Susan B (HHS/OASH) 

Sent: Monday, July 23, 2018 12:22 PM 

To: McKnight, Rhonda M (HHS/OASH) <Rhonda.McKnight@hhs.gov> 

Cc: Broido, Tara (HHS/OASH) <Tar3.Broido@hhs,gov>; Stallion, Vivian (HHS/OS) 
<Vivian.Stallion@HHS.GOV>; Silver, Karen (OS/OASH) <Karen.Silver@hhs.gov>; Johnson, David M. 
(HHS/OASH) <david.johnson@hhs.gov>; Foley, Diane (HHS/OASH) <Diane.Fo!ey@hhs.gov> 

Subject: RE: CLEARANCE_0774: CDC "Updated Zika Guidance on Preconception &Sexual Transmission" 


_ (b)(5) 

Thanks, and have a great day! 


Sue 













Susan B Moskosky, MS, WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Health HI! S 

Phone: 240-453-2888 

— I 

OPA logo 2017 

From: McKnight, Rhonda M (HHS/OASH) 

Sent: Monday, July 23, 2018 11:26 AM 

To: Broido, Tara (HHS/OASH) < Tara.Broido@hh5.gov >; Hayes, Kaye (HHS/OASH) 
< Kave.Hayes@hh5.gov >; Berger, James J. (HHS/OASH) < Jame5.Berger@hhs.gov >; Wasserman, Jill 
(OS/OPHS) < Jill.Wa 55 ermanl@hhs.gov >; Moskosky, Susan B (HHS/OASH) < Su5an.Moskoskv@hhs.gov >; 
Huber, Valerie (HHS/OASH) < Valerie.Huber@hhs.gov >; Aikin, Ann (OS/OASH) < Ann.Aikin@hhs.gov >; 
Bevington, Frances (OS/OASH) <F rances.Bevington@hhs.gov > 

Cc: Migliaccio-Grabill, Kate (HHS/OASH) < Kate.Migliaccio-Grabill@hh5.gov >; Kotwicki, Lauren 
(HHS/OASH) < Lauren.Kotwicki@hhs.gov >; Bateman, Ronita (OS/OASH) < Ronita.Bateman- 
Harrison@hhs,gov >; Henry, Richard A (HHS/OASH) < Richard,Henrv@hhs.gov >; Borden, Valerie 
(HHS/OASH) < Valerie.Borden@hhs.gov >: Phenix, Adrianne (HHS/OASH) < Adrianne.Phenix@hhs,gov >: 
Johnson, David M. (HHS/OASH) < david.iohnson@hhs.gov >; Silver, Karen (OS/OASH) 
< Karen.Silver@hhs.gov >: Jacobs, Viola E. (HHS/OASH) < Viola.Jacobs@hhs.gov >; Royal, Darla 
(HHS/OASH) < Darla.Royal@hhs.gov > 

Subject: FW; CLEARANCE_0774; CDC "Updated Zika Guidance on Preconception &Sexual Transmission" 

Good Morning, 

I am forwarding a Press Release for review/clearance. Should you have any 
comment/edits, please forward them to me at rhonda.mckniRht@hhs.gov with a cc 
to Vivian Stallion at vivian.stallion@hhs.gov via email by 10:30 am Wednesday, 
July 25, 2018. 


Please see the attachment. 


Dr.’s Brett Giroir/ASH and Vanila Singh/CMO will receive the document 
for information only. 


Thanks and have a nice, safe, and enjoyable day©. 


Rhonda McKnight 

Department of Health and Human Services 


























Office of the Assistant Secretary for Health 
Executive Secretariat (OASH/ES) 

200 Independence Avenue, SW 
Room 711 Humphrey Bldg. 

Washington, DC 20201 
202-401-9077 

From: OS HHSPress (HHS/ASPA) 

Sent: Monday, July 23, 2018 10:10 AM 

To: OS - ASPA - Clearance < OS.ASPA-Clearance@hhs.gov >; OS - ASPA - Public Health Clearance 

< OS.ASPA-PublicHeaithClearance@hhs.gov >: OS - ASPA - Health Care Clearance < OS-ASPA- 
HealthCareClearance@hhs.gov > 

Cc: Gonzalez, Belsie (CDC/OD/OADC) < fqil@cdc.EOv >; Bonds, Michelle E. (CDC/OD/OADC) 
< meb0@cdc.ROv >; Burden, Bernadette (CDC/OD/OADC) < btb8@cdc.fiov >; Harben, Kathy 
(CDC/OD/OADC) < kxh9@cdc.Eov >; Kelly, Bertram (CDC/OD/OADC) < msy5@cdc.Eov > 

Subject: CLEARANCE_Q774: CDC "Updated Zika Guidance on Preconception &Sexual Transmission" 


Agency: CDC 

Subject: Updated Zika Guidance on Preconception &Sexual Transmission 
Material: News release language, TPs and QAs 
Deadline for comments: 11 a.m. Wednesday, July 25 



Sender: 
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Recipient: 

Moskosky, Susan B (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F Y D I BO H F2 3 SP D LT)/cn=Red pi ents/ cn=e 17cb2f0f7ea4 8e6a eb7894560b 1 673c- M os kosky, 5>; 

Silver, Karen (OS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F YD I BO H F2 3 SP D LT)/cn = Red pi ents/ cn=f656a 174bc544812a 28a8799b 18 5a 5f4 -Si 1 ver, Kar>; 

Johnson, David M. (HHS/OASH) </o=Exchangel_abs/ou=Exchange Administrative Group 
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Foley, Diane (HHS/OASH) </o-ExchangeLabs/ou=Exchange Administrative Group 


















(FYDIBOHF235PDLT)/cn=Recipiente/cn=bcbb7a763d4a4e3096c206Ic2cb8254e-Foley, Debo> 

Sent Date: 

2018/07/23 12:29:24 

Delivered Date: 

2018/07/23 12:29:25 







From: 

Ward, Carol <ceward@mitre.org> 

To: 

Ah rens, Kate (OS/OASH) < jo - ExchangeLabs/ou=Exchange Administrative Grou p 
(FY DI 80 H F2 3 SP D LT )/cn=Red pi ents/cn = f 1898827cbf?4 5 3c b7a 11 f2a636e66af-Ah tens, Kat>; 
Huber, Valerie (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpient5/cn=382ed2bf51144d 19bbff4c0ee2b0367d-Huber, Vale>; 
Foiey, Diane (HHS/GASH) < fo -= Excha nge La bs/ou = Exchange Administrative Group 
(FYDIBOHF23$PDLT)/cn=Reapient$/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foiey, Debo>; 
Richmond, Alicia (HHS/OASH) </q=E xcha nge La bs/ou=Exchange Administrative Group 
( F YDI BO H F2 3 SP D LT)/cn=Red pi ents/cn = d b Q 7f3431 1 b348dcb2 b b 7a 29 a b a4 b 7a9- Ric h mon d 1, A>; 
Si i ver, Ka ren ( OS/O ASH ) < / o - Exc hang eLa bs/o u - Exc ha ng e Ad m i n i strati ve G ro u p 
(FYDIBGHF23SPDLT)/cn-Recipients/cn=f656a 174bc544812a28a8799b 185a5f4-SI 1 ver, Kar> 

CC: 

Schmidt, Stefanie R. <sschmidt@mitre.org>; 

Thaker, Samruddhi <sthaker@mitre.org>; 

Hammer, Jeffrey M < j m ham mer@ m i tre , o rg > ; 

Ju 1 ia Ro! 1 ison (jrollison@atlasresearch .us) < jrol 1 ison@atlasresea rch . us > ; 

Nikita Malcolm (nmalcolm@atlasresearch.us) <nmalcolm@atiasresearch.us>; 

Fowler, Christina (cfowler@rti.org) <cfowler@rti.org> 

Subject: 

Task 2.8.1: Environmental Scan of Existing Educational Approaches Related to Human 

Fecundity 

Date: 

2018/07/23 13:55:46 

Priority: 

Normal 

Type: 

Note 


Dear All, 

Attached please find the revised Summary of Environmental Scan of Existing Educational Approaches 
Related to Human Fecundity. The purpose of the environmental scan was to identify existing educational 
interventions with the primary objective of increasing or providing education regarding fertility 
knowledge and awareness. The attached report incorporates comments provided by OPA; the Tracked 
version provides all edits made and responses to comments. The Clean version is for your files and 
sharing as it does not contain tracking or comments. As requested, the attached zip file provides pdf 
copies of all citations in the report. 

Should OPA need any additional information related to the environmental scan, just a reminder that 
Atlas's subcontract period of performance ends on July 31, 2018. Atlas will be participating in this 
week's Thursday, 7/26 call as we continue discussions in our weekly calls on how OPA can share the 
information with the appropriate audience(s) and how the information may fit in OPA's research 
agenda. 

Warm regards, 

Carol 


Carol Ward, MPH, DrPH 

Associate Project Leader for the Teen Pregnancy Prevention Project 

CAMH Federally Funded Research and Development Center, operated by The MITRE Corporation 
7515 Coishire Drive, Mai [stop H630 | Mc Lean, VA 1 22102-7508 


o: 703-983-0388 c; 


(b)(6) 


email: ceward@mitre.org 


MITRE is a not-for-profit organization that operates federally funded research and development centers 
for the government. 
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Nikita Malcolm (nmalcolm@atlasresearch.us) <nmalcolm@atlasresearch.us>; 
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Sent Date: 

2018/07/23 13:52:20 

Delivered Date: 

2018/07/23 13:55:46 








From: 

Moskosky, Susan S (HHS/OASH) </0=EXCH ANGELABS/OU - EXCHANGE ADMINISTRATIVE 
GROUP (F YOI BO H F23S PDLT)/CN=R E Cl PI E NT S/C N = E17 CB2 F0 F 7 E A48 E6 A E B7394560S1673C- 
MOSKOSKY, S> 

To: 

Foley, Diane (HHS/OASH) </o=Exchangelabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Fotey, Debo> 

Subject: 

RE: Draft agenda 

Date: 

2018/07/23 18:17:42 

Priority: 

Normal 

Type: 

Note 


Added one additional item (on the impending office move) — see attached, 

Susan B Moskosky, MS, WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 

OPA logo 2017 

From: Foley, Diane (HHS/OASH) 

Sent: Monday, July 23, 2018 6:01 PM 

To: Moskosky, Susan B (HHS/OASH) <Susan.Moskosky@hhs.gov> 
Subject: Re: Draft agenda 


Looks good to me - thank you 


Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-28811 (o) 


(b)(6) 


(C) 


On: 23 July 2018 16:28, 

"Moskosky, Susan B (HHS/OASH)" < Susan.Moskosky@hhs.go v >wrotc: 

Hi Diane, 

Hope you had a nice weekend! Attached is a draft agenda for tomorrow’s staff meeting please let me 
know if there are items you’d like to add. 


Thanks, 

Sue 


















Susan B Moskosky, MS, WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Hcalth/HHS 

Phone: 240-453-2888 
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Delivered Date: 
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From: 

HHS Office of Population Affairs <donotreply@connert.hhs.gov> 

To: 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou- Exchange Administrative Group 
(F YDI BO H F23S PDLT)/c n=Reci pients/c n=bebb 7a763d4a 4e3096c2061c2cb8254e- Fol ey, 

Debo> 

Subject: 

OPA Update: July News 

Date: 

2018/07/24 11:01:26 

Priority: 

Normal 

Type: 

Note 


Web Version 



Title X News 

Notice of Proposed Rule Making: Comment Period Closes on July 31, 2018 

On June 1,2018, the U.S. Department of Health and Human Services (HHS) proposed to revise Title X services 
regulations through a notice of proposed rulemaking published in the Federal Register entitled, " Compliance with 
Statutory Program Integrity Requirements /' The proposed update to the regulations is intended to ensure 
compliance with statutory program integrity provisions governing the program and, in particular, the statutory 
prohibition on funding “ programs where abortion is a method of family planning (42 U S C. § 300a-6) You can n 
the proposed rule here Comments on this proposed rule are invited To be considered, comments must be recei\ 
by July 31, 2018. 


















Family Planning News 


NEW! Same-Visit Contraception: An Implementation Guide for Family Planning Providers 

Family planning clients should have access to their contraceptive method of choice—regardless of whether that 
method is an intrauterine device (IUD), implant, pill, patch, ring, condoms, natural family planning, or any other 
method—without unnecessary delays. The Family Planning National Training Center s (FPMJC } new interactive 
guide provides tools and other resources designed to support Title X grantees and service site staff to provide 
same-visit contraception. You can check out the new interactive guide here . 


Integrating Infectious Disease Prevention and Treatment into the Opioid Response 

In the United States, opioid overdose deaths increased fivefold from 1999 to 2016, and new hepatitis C infections 
more than tripled from 2010 to 2016. Earlier this year, the HHS Office of the Assistant Secretary for Health's Offic 
of HIV/AIDS and Infectious Disease Policy and the Office on Women’s Health sponsored a workshop at the Natio 
Academies of Sciences, Engineering and Medicine to explore the infectious disease consequences of the opioid 
crisis and consider opportunities to better integrate effective responses. The workshop summary provides expert 
opinion on the major challenges and opportunities relating to infectious diseases and can serve as a strategic acti 
and planning resource for communities. You can learn more about the workshop proceedings here . 


Virtual Coffee Break Series: Fertility Apps 

in Fertility Apps; A New Approach to FABMs , learn about apps being used for pregnancy prevention and how 
clinicians can support clients who are considering them. The webinar is presented by Dr. Victoria Jennings from tl 
Georgetown University Institute for Reproductive Health. This 30-minute archived webinar is part of the National 
Clinical Training Center for Family Planning's (NCTCFP ) Virtual Coffee Break series. You can watch the webinar 
here. 


Morbidity and Mortality Weekly Report 

HIV Testing, Linkage to HIV Medical Care, and Interviews for Partner Services Among Black Men Who Have Sex 
with Men — Non-Health Care Facilities, 20 Southern U.SJurisdictions, 2016 

Black men who have sex with men (MSM) are disproportionately affected by human immunodeficiency virus (HIV 
infection, accounting for 38 percent of all new HIV diagnoses among MSM in the United States in 2016. Analysis 
CDC-funded HIV testing for black MSM in 20 southern U.S. jurisdictions in 2016 revealed that black MSM receive 
percent of the HIV tests provided and accounted for 36 percent of the new HIV diagnoses in non-health care 
facilities. HIV testing programs in the southern United States can be designed to reach more black MSM by 
conducting targeted risk-based testing in non-health care settings and by routine screening in agencies that also 
provide health care services to black MSM. You can read the full article here 


Natural Family Planning Awareness 
Week 

This week is Natural Family Planning Awareness Week. 
Learn about fertility awareness-based methods that 
help women and couples understand how to avoid 
pregnancy or become pregnant. 



Calendar with dates circled for natural fai 

planning awareness 


Learn More 
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This email was sent by: U.S. Department of Health and Human Services 

200 Independence Avenue, S.W., Washington, DC, 20201 US 

Privacy Policy 
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Recipient: 
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Sent Date: 

2013/07/24 11:00:34 

Delivered Date: 

2013/07/24 11:01:26 













From: 

HHS News (HHS/ASPA) < HHS.News@HHS.GOV> 

SentVia: 

Announcements to all HHS DC Area Staff <HHS-STAFF-METRODC@LIST.NIH.GOV> 

To: 

<HHS-STAFF-METRODC@LIST.MIH.GOV> 

Subject: 

Demonstration today at the Humphrey Building 

Date: 

2018/07/24 12:50:28 

Priority: 

Normal 

Type: 

Note 


NOTICE OF DEMONSTRATION 

The group Planned Parenthood is planning a protest at the Humphrey Building today 
from approximately 12:00 pm to 1:30 pm. 

Please be extra cautious coming to the Humphrey building. 



* Please note you are receiving this email because you are using an email account supported by the 
Department of Health and Human Services. HHS News cannot remove you from this email list. Please do 
not respond to this email. If you have questions or comments regarding the content above, please contact 
the sponsoring organization listed. If you would like to submit a message for HHS News dispersal, please 
email H H S.News@hIts . gov . Thank you. 


Sender: 

HHS News (HHS/ASPA) <HHS.News@HHS.GOV>; Announcements to all HHS DC Area Staff 
< H H S-STA FF- M ETRO DC® LJ ST. NIH. GO V > 

Recipient: 

< HHS-STAFF-METRODC@LJST.NIH.GOV> 

Sent Date: 

2018/07/24 12:41:41 

Delivered Date: 
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From: 

Fowler, Christina <cfowler@iti.org> 

To: 

'Rashmi Kudesia'| (b)(6) 

’Daniluk, Judith' (h)(6) 5)ubc.ca>; 

(b)(6) - Rebecka Lundgren - Georgetown 

CC: 

< 'deborah.foley @hhs, gov 1 >; 

< Karen.Silver@hhs .gov 1 >; 

<'Alicia.Richmond@hhs.gov 1 >; 

<' cewa rd @ m itre. org 1 >; 

< 'sschm idt@ mitre .org‘>; 

<' stha ker@ m itre. o rg' > ■ 

Koo, Helen (Contractor) <hpk.Contractor@rti org>; 

Warner, Anu <awarrier@rtLorg>; 

Feinberg, Rose <rfeinberg@rti.org> 

Subject: 

Draft Fertility Knowledge Survey | Information and Materials for Expert Review 

Date: 

2018/07/24 15:08:05 

Importance: 

High 

Priority: 

Urgent 

Type: 

Mote 


Dear Subject Matter Experts (SMEs): 

Attached please find three files with information about your review and feedback on the Office of 
Population Affairs (OPA) sponsored Fertility Knowledge Survey , 

You are receiving two documents. 

* * The first document (SME BackgroundMaterials Final 7-24-18.pdf) provides 
background information on the survey aims, research questions, domains/topics, 
development, and plans for survey administration. This document also includes 
instructions for providing feedback (sec page 1). 

* • The second document 

(DraftFertilityKnowledgeSurvey_Females_v9_ReviewVersion_7-24-18) is the draft 
Fertility Knowledge Survey in a table format. We provide both Word (*.doex) and PDF 
versions. 

We are asking tor your written feedback by close of business (6:00PM ET) on Wednesday, 
August 1, Please send your comments to cfbwlcr@rti.org . We will compile, analyze, and share 
reviewer comments before the scheduled conference call. 

As a reminder, please remember to complete to Doodle Poll for scheduling the 2-hour feedback 
calls: 

Link to scheduling poll: h ttps://doodle.com/pQll/rk9kszin3ngaat588 [Note: You do not need to 
log-in to complete the poll] 

If you have any questions or concerns, please contact Dr. Christina Fowler at RT1 International: 

• •Phone: 919-316-3447 

♦ • E-mail: cfowler@rti.org 


Again, many thanks, 
























Christina 


Christina L Fowler, PhD, MPH 
RTI International 

3040 Cornwallis Road ♦ PO Box 12194|Research Triangle Park, NC 27709-2194| E-mail: cfowler@rti.org 
[Phone: 919-316-3447 | Fax: 919-541-7384 
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From; 

Huber, Valerie (HHS/OASH) </0=EXCHANGELABS/0U=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF235PDLT)/CN = RECIPIENTS/CN=382ED2BF51144D19BBFF4C0EE2 B0367D-HUBER, 
VALE> 

To: 

Valentine, Steven (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn == Reci pi ents/cn=fd508090f8984b 1 caf04069b c6000d c2 - Va 1 enti ne, >; 
Foiey, Diane (HHS/OASH) < jo= Exchange La bs/ou=Exchange Administrative Group 
(F YD I BO H F2 3 SP D LT)/ cn=Reci pi ents/cn=bcb b 7a763d 4a4e 3 □ 9 6c2061c2cb8254e- Fo 1 ey, Debo> 

CC: 

Mansdoerfer, David (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Reci pi ents/cn=18715f07beb749c68a9e6276c6d8f598-Da vid. Mansd > 

Subject: 

RE: Need Materials for briefing memo for Thursday am 

Date: 

2018/07/24 15:30:18 

Priority: 

Normal 

Type: 

Note 


Thanks; I received as well. 


(b)(5) 


MS]^ 

(b)(5) 


Deliberative and pre-decisional communication 


Valerie Huber 

Senior Policy Advisor 

Office of the Assistant Secretary for Health (OASH) 

200 Independence Avenue, SW 
Washington, DC 20201 

202 690 7694 
202 401 8034 

From: Valentine, Steven {HHS/OASH) 

Sent: Tuesday, July 24, 2018 3:26 PM 

To: Huber, Valerie (HHS/OASH) <Valerie.Huber@hhs.gov>; Foley, Diane (HHS/OASH) 
<Diane.Foley @hhs.gov> 

Cc: Mansdoerfer, David (HHS/OASH) <David.Mansdoerfer@hhs.gov> 

Subject: Fwd: Need Materials for briefing memo for Thursday am 

Importance: High 


From: "Trueman, Laura (HHS/IEA)" < Laura.Trueman@hhs.go v > 

Subject: Need Materials for briefing memo for Thursday am 
Date: 24 July 2018 13:48 

To: "Severino, Roger (HH S/OCR)" < Roger.Severino@hhs.gov >, "Bell, March (HHS/OCR)" 
< March.Bel1@hhs.gov >, "Grossu, Arina (HHS/OCR) (CTR)" < Arina.Grossu@hhs.gov >, 
"Huber, Valerie (HHS/OASH)" < Va1erie.Huber@hhs.gov >. "Lynch, Calder (CMS/OA)" 

























< Ca 1 der . Lvnch (cm m s. h hs. go v > . "Brookes, Brady (CMS/OA) 1 ' < Brady,Brookes@;cms,hhs.gov> , 
"Pate, Randy (CMS/CCIIO)" < Randy.Pate@cms.hhs.gov> 

Cc: "Valentine, Steven (HHS/OASH)" < Steven.Valentine@hhs.gov > 

Hi Guys 

On Monday of next week at 11am, the Secretary will sit down with leaders of social conservative groups 
to hear what their interests are in the work of the Department. 

Invitees are below, and include life, religious liberty, and family groups. 



Life Groups 

Susan B Anthony - Marjorie Dannenfelser* 

National Right to Life - Carol Tobias 
March for Life-Tom McCluskey 

U.S. Conference of Catholic Bishops - Anthony Picarello, general counsel and associate 
general secretary for policy and advocacy 

Family Groups 

Concerned Women for America - Penny Nance* 








Family Research Council - David Christensen 
Focus on the Family-Tim Goeglein 
Faith and Freedom Coalition - Ralph Reed 
Religious Liberty Groups 

Alliance Defending Freedom - Michael Farris 
Becket Fund - Mark Reinzi 
Liberty Institute — Hiram Sasser, General Counsel, 
Heritage Foundation - Discussing availabilities 


Laura Clay Trueman 

Principal Deputy Director 

Office of Intergovernmental and External Affairs 

Office of the Secretary 

U.S. Department of Health and Human Services 
200 Independence Ave SW 
Washington D.C. 20201 
(202) 260-6349 Office 

Laura.Trueman@hhs.gov 


Sender: 

Huber, Valerie (HHS/OASH) </0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=382ED2BF51144D19BBFF4C0EE2B0367D-HUBER, VALE> 

Recipient: 

Valentine, Steven (HHS/OASH) </o=ExchangeLabs/ou= Exchange Administrative Group 
(FYDIBO H F2 3 SP D LT)/cn=Red pi ents/cn=fd 508G9Gf8984b 1 caf04069b c6000d c2 - Va 1 enti n e, >; 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F YD I BO H F2 3 SP D LT)/cn=Red pi en ts/cn=be b b 7a763d 4a4e3096c20 61c2e b8254e- Fo 1 ey, Debo>; 
Mansdoerfer, David (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
( FYDIBO H F2 3SPD LT)/cn=Red pi ents/cn=18715f07beb749c68a9e6276c6d8f5 98-David. Ma nsd > 

Sent Date: 

2018/07/24 15:30:17 

Delivered Date: 

2018/07/24 15:30:18 









From: 

Thanh, Hoa (HHS/OASH) </Q=EXCHANGELABS/GU=EXCHANGE ADMINISTRATIVE GROUP 
(F YDI BO H F23S PDLT)/CN=R ECI PI E NTS/CN=8 B FE FD59CB594A8 DB 0 C2 F7 F3 EED83 F93-T HAN H, 
HOA> 

To: 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3S PDLT)/cn=Red p ie nts/c n=bcbb7a763d4a 4e3096c2061c2cb8254e- Foley, Debo>; 
Moskosky, Susan B (HFIS/OASFI) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/cn=Red pie nts/cn=e 17cb2f0f7ea 48e6ae b7894560bl673c- Moskos ky, S>; 
Johnson, David M. (FI HS/OASH) < /o-Excha nge La bs/ou=Excha nge Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=166c943c0b6741108d049e3 lf31030 lc-Johnson, Da > 

Subject: 

RE: FY20 QMB-J Narratives and Performance - DUE COB 7/31 

Date: 

2018/07/24 16:36:02 

Importance: 

High 

Priority: 

Urgent 

Type: 

Note 


Attached is the HRSA template for Family Planning using the narrative from the FY 2019 CJ with 
the header tables formatted for the FY 2020 OMBJ. Pis use this version to provide your updates 
for the narrative and performance measure. 

Thank you. 

Hoa 


From: Thanh, Floa (HFHS/OASH) 

Sent: Tuesday, July 24, 2018 2:36 PM 

To: Kappeler, Evelyn (FHFHS/OASFH) <evelyn.kappeler@hhs.gov>; Downs, Tanette (FIHS/OASFI) 
<Tanette.Downs@hhs.gov>; Wright, Don (FHFHS/OASH) <Don.Wright@hhs.gov>; Blakey, Carter R 
(FHFHS/OASH) <carter.blakey@hhs.gov>; Flayes, Kaye (HFHS/OASFI) <Kaye.Flayes@hhs.gov>; 
Berger, James J. (FHHS/OASFH) <James.Berger@hhs.gov>; Menikoff, Jerry (FHFIS/OASFH) 
<Jerry.Menikoff@hhs.gov>; Kaneshiro, Julie A (FHFHS/OASFH) <Julie.Kaneshiro@hhs.gov>; Lin, 
Matthew (HFIS/OASH) <Matthew.Lin@hhs.gov>; Alice Bettencourt (HHS/OASH) 
(alice.bettencourt@hhs.gov) <alice.bettencourt@hhs.gov>; Jones, Wanda K. (DHHS/OS/OASH) 
<Wanda,Jones@hhs.gov>; Moore, Scott (FIHS/OASH) <Scott.Moore@hhs.gov>; Greene, Nicole 
(OS/OASH) <Nicole.Greene@hhs.gov>; Richmond, Holli (HHS/OASH) 
<Flolli.Richmond@hhs.gov>; Feaster, Shannon (OS/OASH) <Shannon.Feaster@hhs.gov>; 
Wharton, Melinda (CDC/OID/NCIRD) <mew2@cdc.gov>; Sweis, Roula (HHS/OASH) 
<Roula.Sweis@hhs.gov>; Foley, Diane (HHS/OASH) <Diane.Foley@hhs.gov>; Moskosky, Susan B 
(HHS/OASH) <Susan.Moskosky@hhs.gov>; Johnson, David M. (HHS/OASH) 
<david.johnson@hhs.gov> 

Cc: Giroir, Brett {HHS/OASH) <Brett.Giroir@hhs,gov>; Fluber, Valerie (HHS/OASH) 
<Valerie,Fluber@hhs.gov>; Valentine, Steven (HHS/OASH) <Steven.Valentine@hhs.gov>; 
Mansdoerfer, David (HHS/OASH) <David,Mansdoerfer@hhs,gov>; Kretschmaier, Michon 
(HHS/OASH) <michon.kretschmaier@hhs.gov>; OASFI Budget (OS/OASFI) 

<OAS FI_Budget@hhs.gov> 












Subject: RE; FY20 OMB-J Narratives and Performance - DUE COB 7/31 

Importance: High 


Hi everyone, 

Reminder that FY20 OMB-J narratives and performance measures updates are due cob next 
Tuesday, July 31 st . 


(b)(5) 


Thank you. 
Hoa 


« File: FY 2019 CJ - FAMILY PLANNING 1-11-18.docx » 


From: Thanh, Hoa (HHS/OASH) 

Sent: Friday, July 20, 2018 5:50 PM 

To: Kappeier, Evelyn (HHS/OASH) <evelyn.kappeler@hhs.gov>; Downs, Tanette (HHS/OASH) 
<Tanette.Downs@hhs.gov>; Wright, Don (HHS/OASH) <Don.Wright@hhs.gov>; 8iakey, Carter R 
(HHS/OASH) <carter.blakey@hhs.gov>; Hayes, Kaye (HHS/OASH) <Kaye.Hayes@hhs.gov>; 
Berger, James J. (HHS/OASH) <James.Berger@hhs.gov>; Menikoff, Jerry (HHS/OASH) 
<Jerry.Menikoff@hhs.gov>; Kaneshiro, Julie A (HHS/OASH) <Julie.Kaneshiro@hhs.gov>; Lin, 
Matthew (HHS/OASH) <Matthew.Lin@hhs.gov>; Alice Bettencourt (HHS/OASH) 
(alice.bettencourt@hhs.gov) <alice.bettencourt@hhs.gov>; Jones, Wanda K. (DHHS/OS/OASH) 
<Wanda.Jones@hhs.gov>; Moore, Scott (HHS/OASH) <Scott.Moore@hhs.gov>; Greene, Nicole 
(OS/OASH) <Nicole.Greene@hhs.gov>; Richmond, Holli (HHS/OASH) 
<Holli.Richmond@hhs.gov>; Feaster, Shannon (OS/OASH) <Shannon.Feaster@hhs.gov>; 
Wharton, Melinda (CDC/OID/NCIRD) <mew2@cdc.gov>; Sweis, Roula (HHS/OASH) 
<Roula.Sweis@hhs.gov>; Foley, Diane (HHS/OASH) <Diane.Foley@hhs.gov>; Moskosky, Susan B 
(HHS/OASH) <Susan.Moskosky@hhs.gov>; Johnson, David M. (HHS/OASH) 
<david.johnson@hhs.gov> 

Cc: Giroir, Brett (HHS/OASH) <Brett.Giroir@hhs.gov>; Huber, Valerie (HHS/OASH) 
<Valerie.Huber@hhs.gov>; Valentine, Steven (HHS/OASH) <Steven.Valentine@hhs.gov>; 
Mansdoerfer, David (HHS/OASH) <David.Mansdoerfer@hhs.gov>; Kretschmaier, Michon 
(HHS/OASH) <michon.kretschmaier@hhs.gov>; OASH_Budget (OS/OASH) 
<OASH_Budget@hhs.gov> 

Subject: FY20 OMB-J Narratives and Performance - DUE COB 7/31 

Importance: High 


Good afternoon. 





We are beginning the FY20 OMB-J Budget Request Process. 


(b)(5) 


(b)(5) 


(b)(5) I am sending you the final FY19 CJ document for you to update the following sections 

for your respective office: 


1. Program Description and Accomplishments - This section 
should be concise and should answer the basic questions 
about the program such as: What is the program's purpose? 
When was it established? Who does it serve? How does it 
operate? What has it accomplished recently? What evidence 
exists demonstrating the program's effectiveness? For each 
activity in the narrative, please provide the following types of 
information in paragraph form: 

• Purpose, the year the program began, and target population. 

• Provide updated information and research to support the existence of 
the program. 

• Elaborate on the allocation method for distributing funds, specifically: 

o Use the allocation methods provided above; 
o Type of organization that is eligible for funding in this 
program (e.g., states or cities; community-based 
organizations; universities); and 

o Cite the number of grants or awards that are distributed on 
an annual basis, if applicable. 

• If a new PPA is requested, give details to support the request. 

• Include information on any activities ending in the current fiscal year. 

• Focus on the most recent key results and evaluation findings, 
particularly for performance measures in the outputs and outcomes 
tables. Describe: 

o What were the main accomplishments that resulted from 
our investment? 

o What strategies were used to accomplish these results? 

o Has performance improved over previous years? 

o What were the internal and/or external factors that affected 
our performance results? 

o What were the main challenges encountered during 
program execution and how were they managed? 
o What steps are being taken to improve program 
performance or the target setting methodology? 

2. Outputs and Outcomes Table (if applicable) - The table 
should include a limited set of measures that depict the main 
impact or benefit of the program at the FY 2020 Request. 
These measures should support the rationale articulated in 













the budget request. Make sure the results are from most 
current year. 

3. Performance Analysis (if applicable) - A discussion of the 
key outputs and outcomes the program will achieve and any 
estimated change from the previous year's performance for 
the program. Refer to the performance measures outputs 
and outcomes tables in your discussion. The discussion 
should include the following types of information, though not 
every bullet needs to be addressed in every case: 

• What will we get for the funding, investment or appropriation (key 
outcomes or outputs in relationship to outcomes)? 

• Are there observed or forecasted trends? 

• How will the budget enable you to achieve your targets? Please 
explain if the requested funding and the targets set are moving in 
different directions (e.g., the funding is increasing but the 
outcomes or outputs are remaining flat or decreasing.) 

• Discuss the evidence base for the each activity you are proposing 
(as appropriate). 

For you reference, also attached is the latest performance measure table that was part of the 
HHS-J submission for you to use to update the performance table. 

NOTE: the attached files are 508 compliant so it is imperative that you do not alter this 
template; in order to remain 508 compliant you must adhere to the strict styles set forth in the 
template. Please fill out the template according to the styles embedded in the document, 
making sure not to edit the size, shape or "style" of the tables and narrative sections. 


« File: FY19 OASH CJ-Embryo.docx » « File: FY19 OASH CJ-ORI.docx » « File: FY19 OASH 
CJ-OWH.docx » « File: FY19 OASH CJ-OMH.docx » « File: FY19 OASH CJ-TPP.docx » « 
File: FY19 OASH CJ-PHR.docx » « File: FY19 OASH CJ-OAH.docx » « File: FY19 OASH CJ- 
NVPO.docx » « File: FY19 OASH CJ-OHRP.docx » « File: FY19 OASH CJ-PCSFN.docx » « 
File: FY19 OASH CJ-ODHP.docx » « File: FY19 OASH CJ-OHAIDP.docx » « File: FY19 OASH- 
MAI-PAF-PHS-Supplemental CJ.docx » « File: OASH Performance Measures 7.10.2018.xlsx » 

Your narrative updates (in track changes) are due by COB July 31 . Please let me know if you 
have any questions. 

Have a great weekend! 

Hoa Thanh 

Budget Officer, OASH 

240-276-9848 



Sender: 

Thanh, Hoa (HHS/OASH) </0=EXCHANGELABS/0ll=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=8BFEFD59CB594A8DBOC2F7F3EED83F93-THANH, 

HOA> 

Recipient: 

Foley, Diane (HHS/OASH) </o-ExchangeLabs/ou-Exchange Administrative Group 
(FYDI BO H F23S PDLT )/cn - Reel ptents/cn=bcbb7a763d4a 4e3096c2G6 Ic2cb8254e-Foley, Debo>; 
Moskosky, Susan B (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=el7€b2f0f7ea48e6aeb7894560bl673c-Moskosky, 5>; 
Johnson, David M, (HHS/OASH) </o=ExchangeLa bs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/cn=Reci pients/cn=166c943c0b6741108d049e31 f31030 lc-Jo h n so n, Da> 

Sent Date: 

2018/07/24 16:36:00 

Delivered Date: 

2018/07/24 16:36:02 








From: 

Huber, Valerie (HHS/OASH) < / 0=EXCHANGELABS/GU-EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPI ENTS/CN=3S2ED2BF51144D19BBFF4C0EE2B0367D-HUBER, 
VALE> 

To: 

Valentine, Steven (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F YDI BO H F235PDLT)/c n=Red p lents/cn=fd50809Of8984 b 1 caf04069bc6000dc2 - Va le nti ne, >; 

Mansdoerfer, David (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/cn=Reci pie nts/cn=18715f 0 7 beb749c68a 9 e6276c6d 8f598- D a vi d. M a n sd >; 
Foley, Diane (HHS/OASH) < jo =Excha ngeLabs/ou=Excha nge Administrative Group 
(FYDI BO H F23S PDLT)/cn=Red pients/c n=bcbb7a763d4a 4e3096c206 Ic2cb8254e-Foley, Debo > 

Subject: 

Draft doc for the secretary's mtg 

Date: 

2018/07/24 21:50:15 

Priority: 

Normal 

Type: 

Note 


Here's my draft. 

(b)(5) 

(b)(5) 



Deliberative and pre-decisional communication 

Valerie Huber 

Senior Policy Advisor 

Office of the Assistant Secretary for Health (OASH) 
200 Independence Avenue, SW 
Washington, DC 20201 

202 690 7694 
202 401 8034 


Sender: 

Huber, Valerie (HHS/OASH) </0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF235PDLT)/CN=RECIPIENTS/CN=382ED2BF51144D19BBFF4C0EE2B0367D-HUBER, 
VALE> 

Recipient: 

Valentine, Steven (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S P DLT)/c n=Reci p ie nts/cn=fd508090 f8984b lcaf04069bc6000dc2-Va 1 e nti ne, >; 
Mansdoerfer, David (HHS/OASH) </o- Excha nge Labs/ou=Excha nge Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn- 18715f07beb749c68a9eG276c6d8f598-David .Mansd>; 
Fol ey, D ia ne {H H S/ OASH) < /o=E xch a n g e La bs/ou=E xch a n g e Ad m i n istra ti ve Group 
(FYDIBOHF23SPDLT)/cn=Redplents/cn=bcbb7a763d4a4e3096c2061c2cb8254e‘Foley, Debo> 

Sent Date: 

2018/07/24 21:50:13 

Delivered Date: 

2018/07/24 21:50:15 























From: 

McKnight, Rhonda M (HHS/OASH) </Q= EXCHANGELABS/0U=EXCHANGE ADMINISTRATIVE 
GROUP (FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=5C5E327E19494A06ABB5DB1 CDF672B39- 
MCKNIGHT, R> 

To: 

Moskosky, Susan 8 (HHS/OASH) </o=Exchangetabs/ou=Exchange Administrative Group 
(F YDI BO H F2 3 SP D LT)/cn=Reci pi ents/cn=e 17cb2f0f7ea4 8 e6a eb7894560b1673c- M os kos ky, S>; 
Stallion, Vivian (HHS/OS) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3 SP D LT)/cn=Reci pi ents/cn=792ca d7155684041ae9 9f3 503dd70707-Sta 11 io n, V> 

CC: 

Si 1 ver, Karen (05/0ASH) </o=ExchangeLabs/bu=Exchange Administrative Group 
(FYDI BO H F2 3 SP D LT)/cn = Red pi ents/ cn=f656a 174bc544812a 28a8799b 18 5 a 5f4-S i 1 ver, Kar>; 
Johnson, David M. (HHS/OASH) </o=Excha ng eLa bs/ou=Exchange Administrative Group 
(FYD I BO H F2 3 SP D LT)/cn - Red pi en ts/ cn = 166 c943cG b6741108d049e3 lf310301c-J oh nson, Da>; 
Foley, Diane (HHS/OASH) </o=ExehangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

RE: CLEARAIMCE_0773: NIH "Induced labor at 39 weeks may reduce likelihood of C-seetion, 

NIH study suggests" 

Date: 

2018/07/25 10:00:10 

Priority: 

Normal 

Type: 

Note 


Good Morning, 

Thanks for the clearance. 

Enjoy the day © 

Rhonda McKnight 

Department of Health and Human Services 
Office of the Assistant Secretary for Health 
Executive Secretariat (OASH/ES) 

200 Independence Avenue, SW 
Room 711 Humphrey Bldg. 

Washington, DC 20201 
202-401-9077 


From: Moskosky, Susan B (HHS/OASH) 

Sent: Wednesday, July 25, 2018 9:55 AM 

To: McKnight, Rhonda M (HHS/OASH) <Rhonda.McKnight@hhs.gov>; Stallion, Vivian (HHS/OS) 
cVivian.Stall ion@HHS.GOV> 

Cc: Silver, Karen (OS/OASH) <Karen.Silver@hhs.gov>; Johnson, David M. (HHS/OASH) 
<david.johnson@hhs.gov>; Foley, Diane (HHS/OASH) <Diane.Foley@hhs.gov> 











Subject: RE: CLEARANCE_0773: MIH "Induced labor at 39 weeks may reduce likelihood of C-section, NIH 
study suggests" 


(b)(5) 


Susan B Moskosky, MS. WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 


I - I 

OPA logo 2017 

From: Silver, Karen (OS/OASH) 

Sent: Tuesday, July 24, 2018 6:23 PM 

To: Moskosky, Susan B (HHS/OASH) <Sus an.Moskoskv@hhs,gov > 

Subject: FW: CLEARANCE 0773: NIH "Induced labor at 39 weeks may reduce likelihood of C-section, 
NIH study suggests" 


Karen Silver 

Senior Advisor for Communications and Outreach 
Office of Populations Affairs (OPA) 

Email: Karen.Silver@hh5.gov | Phone: (240) 453-2802 
Website: www.hhs.gov/opa/ 

cid:image001.png@01D2936D.CD0C7630 

From: McKnight, Rhonda M (HHS/OASH) 

Sent: Monday, July 23, 2018 11:17 AM 

To: Broido, Tara (HHS/OASH) < Tara.Broido@hhs.gov >; Wasserman, Jill (OS/OPHS) 
< Jill.Wassermanl@hhs.gov >: Moskosky, Susan B (HHS/OASH) < Susan.Moskosky@hh$.gov >; Bevington, 
Frances (OS/OASH) < Franees.Bevington@hhs.gov > 

Cc: Kotwicki, Lauren (HHS/OASH) < Lauren,Kotwicki@hhs.gov >; Migliaccio-Grabill, Kate (HHS/OASH) 

< Kate.Migliaccio-Grabill@hhs.gov >; Borden, Valerie (HHS/OASH) < Valerie.Borden@hhs.gov >; Phenix, 
Adrianne (HHS/OASH) < Adrianne.Phenix@hhs.gov >; Johnson, David M. (HHS/OASH) 
< david.iohnson@hhs.gov >; Silver, Karen (OS/OASH) < Karen.Silver@hhs.gov >; Royal, Daria (HHS/OASH) 
< Dar!a. R 0 val@hh 5 .gov > 

Subject: FW: CLEARANCE_0773: NIH "Induced labor at 39 weeks may reduce likelihood of C-section, 
NIH study suggests" 






















Good Morning, 


I am forwarding a Press Release for review/clearance. Should you have any 
comment/edits, please forward them to me at rhonda.mcknight@hhs.gov with a cc 
to Vivian Stallion at vivian.stallion@hhs.gov via email by 10:30 am Wednesday, 
July 25, 2018. 


Please see the attachment. 

Dr.’s Brett Giroir/ASH, Vanila Singh/CMO, and Senior Policy 
Advisor Valerie Huber will receive the document for information only. 

Thanks and have a nice, safe, and enjoyable day©. 


Rhonda McKnight 

Department of Health and Human Services 
Office of the Assistant Secretary for Health 
Executive Secretariat (0A5H/ES) 

200 Independence Avenue, SW 
Room 711-G, Humphrey Bldg. 

Washington, DC 20201 
202-401-9077 


From: OS HHSPress (HHS/ASPA) 

Sent: Monday, July 23, 2018 9:51 AM 

To: OS - ASPA - Clearance < OS.ASPA-Clearance@hhs.gov >; OS - ASPA - Public Health Clearance 
< OS.ASPA-PublicHealthClearance@hhs.gov >; OS - ASPA - Health Care Clearance < OS-ASPA- 
HealthCareClearance@hhs.gov > 

Cc: Akinso, Woleola (NIH/OD) [E] < akinsow@od. nih.gov >; Fine, Amanda (NIH/OD) [E] 

< anda.fine@nih.g< >; Fritz, Craig (NIH/OD) [E] < ig.frit?@nih. >; Myles, Renate (NIH/OD) [E] 
< mvlesr@mail.nih.gov >; NIHNewsClearance (NIH) < NIHNew 5 Clearance@mail.nih.g 0 v >; Seigfreid, Kim 
(NIH/OD) [E] < kimberly.seigfreid@nih.gov >; Wojtowicz, Emma (NIH/OD) [E] 
< emma.woitowicz@nih.gov > 
















Subject: CLEARANCE_0773: NIH "Induced labor at 39 weeks may reduce likelihood of C-section, NIH 
study suggests' 1 


Agency: NIH 


Subjectdnduccd labor at 39 weeks may reduce likelihood of C-section, NIH study suggests 


Material: Draft news release 


Deadline for comments: Before 11 am Wednesday, July 25 


Planned release date: Wednesday, Aug 8 


Driver: Publication in NEJM 


Sender: 

McKnight, Rhonda M (HHS/OASH) </0=EXCHANGELABS/OU=EXCHAMGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=5C5E327E19494A06ABB5DB1CDF672B39-MCKNIGHT, R> 

Recipient: 

Moskosky, Susan B (HHS/OASH) </o=Exchangel_abs/ou=Exchange Administrative Group 
(FYD I BO H F2 3 SP D LT)/cm = Red pi ents/ cm = e 17cb2f0f7ea4 8 e 6a eb78945 60 b1673c- M os kosky, S>; 

Stallion, Vivian (HHS/GS) </o-ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOH F2 3 SP DLT)/cn = Recipients/cn=792cad7155684041ae99f3503dd70707-Sta 11 ton, V>; 

Si 1 ver, Karen (OS/0ASH) < fo =Exchangetabs/ou-Exchange Administrative Group 
(F YD I BO H F2 3 SP D LT)/cn=Reci pi en ts/cn=f656a X 74bc544812a 28a8799b 18 5 a 5f4-S i 1 ver, Kar>; 

Johnson, David M. (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYD I BQ H F2 3 SP D LT) fen- Red pi ents/ cn = 166c943c0 b674 1 10Sd049e31 f310301c-J oh nson, Da>; 

Foley, Diane (HHS/OASH) </o=Exchange La bs/ou = Exchange Administrative Group 
(FYD I BO H F2 3 SP D LT)/cn = Reci pi ents/ cn - bcb b7a763d 4a4e 3096c2061c2c b 8254e- Fo ley, Debo> 

Sent Date: 

2018/07/25 10:00:08 

Delivered Date: 

2018/07/25 10:00:10 








From: 

Huber, Valerie (HHS/OASH) </0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF235PDLT)/CN ^ RECIPIENTS/CN=382ED2BF51144D19BBFF4C0EE2 B0367D-HUBER, 
VALE> 

To: 

Turner, Carolyn' (b)(6) fa mail, house,gov>; 

Foley, Diane (HHS/OASH) </o=Exchange La bs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Retipients/cn=bcbb7a763d4a4e3096c2Cl61c2cb8254e-Foley, Debo> 

CC: 

Kemper, Laura (HHS/ASL) </o=ExehangeLabs/ou -Exchange Administrative Group 
(FYDIBO H F2 3SPDLT)/cn=Red pi ents/cn=79 Ice 12e99e9408e946dc9b605 b56a 17-Ke m pe r, Lau> 

Subject: 

RE: Title X Funding 

Date: 

2018/07/25 11:31:46 

Priority: 

Normal 

Type: 

Note 


Thanks, Carolyn, ft was a pleasure meeting with you and Congressman Bishop, We will take a look at 
what you sent and be back in touch. 

Best, 

Valerie 


Valerie Huber 

Senior Policy Advisor 

Office of the Assistant Secretary for Health (GASH) 
200 Independence Avenue, SW 
Washington, DC 20201 

202 690 7694 
202 401 8034 


From: Turner, Carolyn 


(bK6) 


_@mail. house. gov> 


Sent: Monday, July 23, 2018 6:19 PM 

To: Huber, Valerie (HHS/OASH) <Valerie,Huber@hhs,gov>; Foley, Diane (HHS/OASH) 
< Diane, Foley@hhs.gov> 

Cc: Kemper, Laura (HHS/ASL) <Laura.Kemper@hhs.gQv> 

Subject: FW: Title X Funding 


Hi Diane, Valerie, and Laura, 

It was a pleasure sitting down with you and Congressman Bishop on Utah's Title X funding and the new 
proposed rule. I have been in touch with the Utah Department of Health and they have included below 
the exact codes of the state law we discussed, which requires parental consent before treating minors. 
This law only applies to state health clinics as we suspected, not private, which allows Planned 
Parenthood to be the sole recipient of the funding. Congressman Bishop is eager to submit language 
during the open comment period with the help of Utah's Department of Health and we would greatly 
appreciate any assistance from your office in tailoring language to support Utah's application. 
Understanding that ample precedent exists prohibiting Title X funding from requiring parental consent, 
the Congressman is hoping to enter comments that will encourage respecting this state law and the 
requirements for Title X, 
















Could I get your thoughts on how this law interacts with the new rule and Utah's application? I am 
happy to discuss by phone as well. 

Thank you all for your time and help in this matter. 

All the best, 

Carolyn 


Carolyn Turner 

Scheduler ^Legislative Assistant 
Congressman Rob Bishop (UT-1) 
Office: (202) 225-0453 
Fax: (202) 225-5857 


From: Lynne Nilson (b)(6) gutah.gov > 


Date: Friday, July 20, 2018 at 4:53 PM 
To: Carolyn Turner 


(b)(6) 


gmail.house.gov > 


(b)(6) 5>Utah.gov 11 (b)(6) gutah.go v>. Joseph Miner (b)(6) gutah-gov > 


Cc: 

Subject: Re: Title X Funding Opportunity 


Carolyn - 


State of Utah law states the following: 


Title 76 Utah Criminal Code Chapter 7 Offenses Against the Family Section 325 

Notice to parent or guardian of minor requesting contraceptive - Definition of contraceptives - Penalty for 
violation. 


76-7-325. Notice to parent or guardian of minor requesting contraceptive - Definition of contraceptives — 
Penalty for violation. 

(1) Any person before providing contraceptives to a minor shall notify, whenever possible, the minor's 
parents or guardian of the service requested to be provided to such minor. Contraceptives shall be defined as 
appliances {including but not limited to intrauterine devices), drugs, or medicinal preparations intended or 
having special utility for prevention of conception. 

(2) Any person in violation of this section shall be guilty of a class C misdemeanor 

Public funds for provision of contraceptive or abortion services restricted. 

76-7-322. Public funds for provision of contraceptive or abortion services restricted. 

No funds of the state or its political subdivisions shall be used to provide contraceptive or abortion 
services to an unmarried minor without the prior written consent of the minor’s parent or guardian. 


Title 76 Utah Criminal Code Chapter 7 Offenses Against the Family Section 323 

















Public funds for support entities providing contraceptive or abortion services restricted. 

76-7-323. Public funds for support entities providing contraceptive or abortion services restricted. 

No agency of the state or its political subdivisions shall approve any application for funds of the state or 
its political subdivisions to support, directly or indirectly, any organization or health care provider that provides 
contraceptive or abortion services to an unmarried minor without the prior written consent of the minor's parent 
or guardian. No institution shall be denied state or federal funds under relevant provisions of law on the ground 
that a person on its staff provides contraceptive or abortion services in that person's private practice outside of 
such institution. 

Federal Title X funding (42CFR59) says that services will be provided "Without regard to religion, race, color, 
national origin, handicapping condition, age, sex, number of pregnancies, or marital status". 

We know of two court cases pertaining to these Utah restrictions: 


Planned Parenthood vs. Matheson - 1983 
Jane Does 1-4 vs. State of Utah Dept of Health 

If you have additional questions please let us know. 


^ynne 


Sender: 

Huber, Valerie (HHS/OASH) </0=EXCHAN G E LABS/OU=EX CHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=382ED2BF51144D19BBFF4COEE2 B0367D-HUBER, VALE> 

Recipient: 

Turner, Carolyn' (b)(6) ^mail.house.gov>; 

Foley, Diane (HHS/OASH) </o-ExchangeLabs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn=Red pi ents/cn=bcb b 7a763d 4a4e3096c2O 61c2c b8 2 54e- Fo fey, Debo>; 

Kemper, Laura (HHS/ASL) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FY D I BO H F2 3 SP D LT)/cn=Red pi ents/ en - 791 ce 12e99e9408e946dc9 b605b5 6a 17-Ke m pe r, Lau> 

Sent Date: 

2018/07/25 11:31:45 

Delivered Date: 

2018/07/25 11:31:46 













From: 

Steven Foley (b)(6) 

To: 

Foley, Diane (HHS/OASH) </o-Exchan geLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a 4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

Azar Groups Letter on Title X.docx 

Date: 

2018/07/25 12:24:43 

Priority: 

Normal 

Type: 

Note 


Diane Foley MD 


Sender: 

Steven Foley 1 (b)(6) 

Recipient: 

Foley, Diane (HHS/OASH) </q-E xchan geLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a4e3096c206 Ic2cb8254e-Foley, Debo> 

Sent Date: 

2018/07/25 12:23:13 

Delivered Date: 

2018/07/25 12:24:43 




















From: 

Steven Foley (b)(6) 

To: 

Foley, Diane (HHS/OASH) </o~ Exchan gel_abs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

HHS proposed Title X rule 1805 - CMA and F2C comment.pdf 

Date: 

2018/07/25 12:24:35 

Priority: 

Normal 

Type: 

Note 


Diane Foley MD 


Sender: 

Steven Foley (b)(6) 

Recipient: 

Foley, Diane (HHS/OASH) </q-E xchan gel_abs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT )/c n - Red pients/c n=bcbb7a763d4a 4e3096c2G6 Ic2cb8254e- Foley, Debo> 

Sent Date: 

2018/07/25 12:24:06 

Delivered Date: 

2018/07/25 12:24:35 




















From: 

Steven Foley (b)(6) 

To: 

Foley, Diane (HHS/OASH) </o-Exchan geLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a 4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

Protect Life Rule FAQ.docx 

Date: 

2018/07/25 12:26:34 

Priority: 

Normal 

Type: 

Note 


Diane Foley MD 


Sender: 

Steven Foley (b)(6) 

Recipient: 

Foley, Diane (HHS/OASH) </q-E xchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT )/c n - Red pients/c n=bcbb7a763d4a 4e3096c206 Ic2cb82 54e- Foley, Debo> 

Sent Date: 

2018/07/25 12:24:45 

Delivered Date: 

2018/07/25 12:26:34 






















From: 

Steven Foley (b)(6) 

To: 

Foley, Diane (HHS/OASH) </o-Exchan geLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a 4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

Protect Life Rule One Pager.docx 

Date: 

2018/07/25 12:26:58 

Priority: 

Normal 

Type: 

Note 


Diane Foley MD 


Sender: 

Steven Foley (b)(6) 

Recipient: 

Foley, Diane (HHS/OASH) </q-E xchan geLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a4e3096c206 Ic2cb8254e-Foley, Debo> 

Sent Date: 

2018/07/25 12:25:24 

Delivered Date: 

2018/07/25 12:26:58 




















From: 

Huber, Valerie (HHS/OASH) </0=EXCH ANGELABS/OU = EXCHANGE ADMINISTRATIVE GROUP 
(F YDI BO H F23S PDLT)/CN=R ECI PI E NTS/CN=382ED2 B F51144 D19 B B FF4C0 E E 2 B0367D- HUBER, 
VAIE> 

To: 

Moskosky, Susan B (HHS/OASH) </o=Exchangelabs/ou=Exchange Administrative Group 
(FYDI BO Hi F233PDLT)/cn=Red p ie nts/c n=e 17c b2f0f7ea 48e6ae b7894560b 1673c- Moskos ky, S>; 
Broido, Tara (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/c n - Reci pie nts/cn - 2c3cd 5c 5afe049b 6a8 b48c25324c7465- Broid o, Tar>; 
Bettencourt, Alice (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/c n=Reci pie nts/cn=52f d b7d 3 c3634c939a 5f a9607bdaeafe-Bette nco u it >; 
Silver, Karen (OS/OASH) </o-ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PD1LT )/c n - Reci pie nts/cn=f656a 174 b c544812a 2 8a8799b 18 5a 5 f4 -Si 1 ve r, Kar>; 
Johnson, David M, (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/cn=Reci p i e nts/c n=166c943cO b6741103d049e31 f31030 le-Jo h n so n, Da>; 
Vafiades, Mark (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H! F235PDLT)/cn=Reci p ie nts/c n=6a d a de359f4d42079c2 2 aa 26 b9 0 a 2a 14-Vaf ia d es, M>; 
Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/c n=Reci pients/c n=be bb7a763d4a 4e3096c206 lc2cb8254e-Foley, Debo>; 

M oo re, Scott (H HS/OAS H) </o=Excha nge La bs/o u ■= Exch a n ge Ad m i n i strati ve G ro u p 
(FYDI BO H F23S PDLT)/cn - Reci pie nts/cn=592ee lc 39a11440a9 b 01 bceafa9086c2 - M oo re, Scot> 

Subject: 

RE: Title X Grants Rollout Discussion 

Date: 

2018/07/25 12:51:06 

Priority: 

Normal 

Type: 

Note 


Thanks. Ill be joining remotely. I’ll call in at 2pm. Thanks for getting this underway, Tara! 

Deliberative and pre-decisional communication 

Valerie Huber 
Senior Policy Advisor 

Office of the Assistant Secretary for Health (GASH) 

200 Independence Avenue, SW 
Washington, DC 20201 

202 690 7694 
202 401 8034 

—Original Message— 

From: Moskosky, Susan B (HHS/OASH) 

Sent: Wednesday, July 25, 2018 12:40 PM 

To: Broido, Tara (HHS/OASH) <Tara.Broido@hhs.gov>; Bettencourt, Alice (HHS/OASH) <alice.bettencourt@hhs.gov>; 
Silver, Karen (OS/OASH) < Karen.5ilver@hhsgov>; Johnson, David M. (HHS/OASH) <devid.johnson@hhs.gov>; Huber, 
Valerie (HHS/OASH) <Valerie.Huber@hhs.gov>; Vafiades, Mark (HHS/OASH) <Mark.Vafiades@hhs,gov>; Foley, Diane 
(HHS/OASH) <Piane.Foley@hhs,gov>; Moore, Scott (HHS/OASH) < Scott. Moore@hhs. gov > 

Subject: RE: Title X Grants Rollout Discussion 

Yes -- the large conference room is available, and I p ve reserved it beginning 2:00pm 

See you soon! 

Sue 

Susan B Moskosky, MS, WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HH5 

Phone: 240-453-2888 


—Original Message— 

From: Broido, Tara (HHS/OASH) 

Sent: Wednesday, July 25, 2018 12:37 PM 














To: Bettencourt, Alfce (HHS/OASH) <a!ice.bettencourt@hhs.gov>; Silver, Karen (OS/OASH) <Karen*Silver(g)hh$,gov>; 
Johnson, David M. (HHS/OASH) <davkJjohnson@hhs,gov>; Moskosky, Susan B (HHS/OASH) 
<Susan.Moskosky@hhs.gov>; Huber, Valerie (HHS/OASH) <Valerie.Huber@hhs.gov>; Vafiades, Mark (HHS/OASH) 
<Mark.Vafiades@hhs.gov>; Foley, Diane (HHS/OASH) < Diane.Foley@hhs.gov>; Moore, Scott (HHS/OASH) 

< Scott. M oo re @h h s. gov > 

Subject: RE: Title X Grants Rollout Discussion 


HI Everyone, 


(b)(5) 


Is the OPA conference room available to meet? 


(b)(5) 


Thanks, 

Tara 

—On g i na I Ap po i nt ment. 

From: Broido, Tara (HHS/OASH) 

Sent: Tuesday, May 15, 2018 12:23 PM 

To: Broido, Tara (HHS/OASH); Bettencourt, Alice (HHS/OASH); Silver, Karen (OS/OASH); Johnson, David M. 
(HHS/OASH); Moskosky, Susan B (HHS/OASH); Huber, Valerie (HHS/OASH); Vafiades, Mark (HHS/OASH); Foley, Diane 
(HHS/OASH); Moore, Scott (HHS/OASH) 

Subject: Title X Grants Rollout Discussion 

When: Wednesday, July 25, 2018 2:00 PM-3:G0 PM (UTC-05:00) Eastern Time (US & Canada). 

Where: Tower Building or via phone 877-710-0865 passcode 4048448 

Hi All, 

Putting this on the calendar weekly starting in July so we can start putting pen to paper. 

Thanks, 

Tara 


Tara J, Broido, MPH 

U.S. Department of Health and Human Services Office of the Assistant Secretary for Health Deputy Director of 
Communications 

Office: 707-205-I R4?<telT20?l% 20 2Q5-1842> _ 


Note New Mobile 


5-164 

ile:|_ 


.M61 


tel: 


(b)(6) 


E-mail: tara.broido@hhs.gov<mailto:tara.broido@hhs.gov> 


Sender: 


Huber, Valerie (HHS/OASH) </0=EXCHANGELA8S/0U-EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN~RECIPIENTS/CN -382ED2BF51144D19BBFF4C0EE2BO367D- HUBER, 
VALE> 


Recipient: 


Moskosky, Susan B (HHS/OASH) </o=Exchange La bs/ou=Exchange Administrative Group 
(F YDI BOH F23S PDLT)/cn=Red pie nts/c n=e 17 cb 2fQf7ea 48e6a e b7894560b 1673c- Moskosky, S>; 
Broido, Tara (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(P/DI BOH F23S PDLT)/cn=Red pients/cn=2c3od5c5afe049b6a8 b48c25324c7465-Broid o, Tar>; 
Bettencourt, Alice (HHS/OASH) </o=Exchangel_abs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/c n - Reel p ie nts/c n-5 2fd b 7d 3 c3634c9 3 9a 5 fa9607bdaeafe-Bette nco u rt >; 
Silver, Karen (OS/OASH) </o=Excha nge La bs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT )/c n - Red pie nts/cn—f656a 174 b c5448 i 2 a 2 8 a8799b 18 5a 5 f4 -Si I ve r, Kar>; 
Johnson, Da vi d M. (H HS/ OAS H) </o - Excha nge Labs/ou=Excha nge Ad m i n i strati ve G rou p 
(FYDI BOH F23SPDLT)/cn=Red pients/cn - 166c943c0b6741108d049e3 lf31G301c-Johnson, Da>; 
Vafiades, Mark (HHS/OASH) </o=E xcha nge La bs/ou=Excha nge Administrative Group 
(FYDI BO H F23S PDLT)/c n=Reci p te nts/cn=6a d ad e359f4d42079c2 2 aa26b9 Oa 2a 14 - Vafia d es, M>; 
Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F235PDLT)/cn=Reci pients/cn=bcbb7a763d4a 4e3096c2061c2cb8254e- Foley, Debo>; 
Moore, Scott (HHS/OASH) </o=Excha nge La bs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDlT)/c n=Red pients/cn=592ce lc39a11440a9 b 01 bceafa9086c2- M oo re, Scot > 


Sent Date: 


2018/07/25 12:51:05 


Delivered Date: 2018/07/25 12:51:06 
























From: 

Schmidt, Stefanie R. <sschmidt@mitre.org> 

To: 

Ward, Carol <ceward@mitre.org>; 

Foley, Diane (HHS/OASH) </o=ExcbangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/en=Redpients/cn=bcbb7a763d4a4e3Q96c2061c2cb8254eFofey, Debo>; 
Ahrens, Kate (OS/OASH) </o=Exchangel_ab$/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=fl898827cbf7453cb7allf2a636e66af-Ahrens, Kat>; 
Richmond, Alicia (HHS/OASH) </o^ Exchange La bs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn = Red pi e nts/cn=d b 0 7f34311b348dcb2 b b7a 29 a b a4 b 7a9 -Richmond, A>; 
Fowler, Christina (cfowler@rti.org) <cfowler@rti.org>; 

Koo, Helen (Contractor) <hpk.Contractor@rti.org>; 

J u I i a Rol 1 ison (j ro [ 1 i so n @ at! asresea rc h. u s) <j rol 1 i son @ a tfa s resea rch. us >; 

Nikita Malcolm (nmalcolm@atiasresearch.us) <nmalco!m@atlasresearch,us>; 

Thaker, Samruddhi <sthaker@mitre.org> 

CC: 

Foley, Diane (HHS/OASH) </o=Exchange La bs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn=Red pi en ts/cn=bob b7 a763d 4a4e3096c2061c2c b8254e- Fo fey, Debo> 

Subject: 

RE: OPA Task 2 weekly call: Materials for 7/26 call 

Date: 

2018/07/25 13:33:35 

Priority: 

Normal 

Type: 

Note 


Please find attached the PowerPoint Presentation with the Agenda and Content for tomorrow's Task 2 
call. Per our usual practice, we are also re-sending all of the previously delivered materials on which we 
are requesting OASH/OPA input or approval. 

The attachments include: 

• * NDA (for Alicia's review and approval for sending to SMEs) 

• * Draft Fertility survey (for OPA review) 

• * Final environmental scan report and references (for OPA approval) 


Stefanie R. Schmidt, Ph.D. 

Project Lead for OASH Teen Pregnancy Prevention Project 

CAMH Federally Funded Research and Development Center, operated by The MITRE Corporation 
7515 Colshire Drive | McLean, VA | 22102-7508 

email: sschmidt@mitre.org 


o: 703-983-4074 c: 


(b)(6) 


MITRE is a not-for-profit organization that operates federally funded research and development centers 
for the government 


--Original Appointment. 

From: Ward, Carol 

Sent: Monday, June 18, 2018 5:51 PM 

To: Ward, Carol; deborahioley@hhs.gov; Ahrens, Kate (OS/OASH); Richmond, Alicia (HHS/OASH); 
Schmidt, Stefanie R.; Fowler, Christina (cfowler@rti.org); Koo, Helen (Contractor); Julia Rollison 
(jrolfison@atlasresearch.us); Nikita Malcolm (nmalcolm@atlasresearch.us); Samruddhi Thaker 
(sthaker@mitre.org) 

Cc; Foley, Diane (HHS/OASH) 

Subject: OPA Task 2 weekly call 

















When: Thursday, July 26, 2018 10:00 AM-11:00 AM (UTC-05:00) Eastern Time (US ^Canada). 
Where: Skype Meeting! 


(b)(6) 


access code: (b)(6) (see link below) 


Please hold this time slot for weekly Task 2 call. 
An agenda will be sent prior to the call. 


-> Join Skype Meeting 

Trouble Joining? Try Skype Web App 


(US) English (United States) 

(US) English (United States) 

Find a local number 


Join by phone 


(b)(6) 


access code: 
access code: 


(b)(6) 


Conference ID: 


(b)(6) 


same as access code above) 


Forgot your dial-in PIN? | Heip 


Quick Tips: Three ways to join Skype Meeting Audio 

» * Join using computer - Join meeting audio by selecting Use Skype for Business Full Audio 
option in the Join Meeting Audio window. A Skype certified USB headset is required to use this 
option. 

• • Join using computer &phone - Select the Call me at option in the Join Meeting Audio window. 
Enter your phone number including area code and the system will call you and join you to the 
meeting audio. 

• * Join using phone - Select Don't join audio in the Join Meeting Audio window. When dialing 
into the meeting audio, MITRE participants enter their work number and PIN (MITRE only FJ: 
UCPIN). Non-MITRE participants do not need a PIN. 

More information: How to join a MITRE meeting 

Quick Tips: Three ways to Join Skype Meeting Audio 

• * Join using computer - Join meeting audio by selecting Use Skype for Business Full 
Audio option in the Join Meeting Audio window. A Skype certified USB headset is 
required to use this option. 

• • Join using computer &phone - Select the Call me at option in the Join Meeting Audio 
window. Enter your phone number including area code and the system will call you and 
join you to the meeting audio. 

• • Join using phone - Select Don't join audio in the Join Meeting Audio window. When 
dialing into the meeting audio, MITRE participants enter their work number and PIN 
(MITRE only FJ: UCPIN). Non-MITRE participants do not need a PIN. 


























More information: 

How to join a MITRE meeting 

Sender: 

Schmidt, Stefanie R. <sschmidt@mitre.org> 

Recipient: 

Ward, Carol < ceward@mitre.org >; 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO FI F2 3 SP D LT)/cn=Red pi ents/ cn=bcb b7a763d 4a4e3096c2061c2c b 8254e- Fo ley, Debo>; 

Ah rens, Kate (OS/ 0 ASEI) < /o=Excha n g eLa bs/ou=Excha n g e Ad mi ni strati ve Grou p 
(FYD I BG FI F2 3 SP D LT)/cn=Red pi en ts/cn=f 1898827cbf74 53c b 7 a 1 lf2a636e66af-Ah rens, Kat>; 

Richmond, AlIda (H HS/OASH) </o=Exchan geLa bs/ou=Exchange Administrative Grou p 
(F Y D I BO H f 2 3 SP D LT)/cn=R ed pi en ts/cn=d b O 7f34311 b348dcb2 b b 7 a 29 a ba4 b 7 a9 - Rie h mon d!, A>; 

Fowler, Christina (cfowler@rti.org) <cfow ler@rti.org>; 

Koo, Helen (Contractor) <hpk, Contractor@rti.org>; 

Julia Rollison (jrollison@atla$research,us) <jrollison@atlasre$earch.us>; 

Nikita Malcolm (nmalcolm@atlasresearch.us) <nmalcolm@atlasresearch.us>; 

Thaker, Samruddhi <sthaker@mitre.org>; 

Foley, Diane (HFI5/GASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley l Debo> 

Sent Date: 

2018/07/25 13:29:38 

Delivered Date: 

2018/07/25 13:33:35 











From: 

Fowler, Christina <cfowler@iti.org> 

To: 

Fowler, Christina <cfowler@rti.ora>; 

’Rashmi Kudesia' (b)(6) 

’Daniluk, Judith’ j (b)(6) [@ubc.ca>; 

(b)(6) - Rebecka Lundgren - Georgetown 

Foley, Diane (HHS/GASH) </o=Exchan geLabs/ou=Exchange Administrative Group 
(FYDIBOHF235PDLT)/cn=Redpients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley, Debo>; 
Silver, Karen (Q5/0ASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO FI FZ3S PDLT)/c n=Red pients/c n =f6 56a 174 b c544812aZ8a8799bl85a 5f4-Si 1 ve r, Kar>; 

< Alicia .Richmond@hhs.gov' >; 

<’ceward@mitre.org’ >; 

< 1 ssc h m idt@ m itre .org 1 >; 

< 1 stha ker@ m i tre, o rg 11 >; 

Koo, Helen (Contractor) <hpk.Contractor@rti,org>; 

Warrier, Anu < awarrier@rti.org >; 

Fein berg, Rose <rfeinberg@rti.org> 

CC: 

Corkwell, Ashley <acorkwell@rti.org> 

Subject: 

Fertility Knowledge Survey | Review Meeting #2 j AGENDA AND MATERIALS 

Date: 

2018/07/25 14:47:56 

Start Date: 

2018/08/09 16:00:00 

End Date: 

2018/08/09 18:00:00 

Importance: 

High 

Priority: 

Urgent 

Type: 

Appointment 

Location: 

(b)(6) BlueJeans Conference Line I Use Link in the Message [RTP 

Campus Horizon Building 4162] 

Attendees: 

'Rashmi Kudesia': ’Daniluk, Judith(fc|)(6) - Rebecka Lundgren - Georgetovl/iFoley, Diane 

(HHS/OASH); Silver, Karen (OS/OASH); VUicia, Rich mond@hhs.gov'; r ceward@mitre,org'; 
1 ssohmidt@mitre,org r ; 'sthaker@mitre.org 1 ; Koo, Helen (Contractor); Warrier, Anu; Fein berg, 
Rose; Corkwell, Ashley 


Proposed Agenda for Second Call with Subject Matter Experts 

1. • Introduction to survey [para describing content] 

2. * Fertility knowledge questions 

3. • Introduction to questions about ideal age at first/last child 

4. * Consider use of term "'biological children’ 5 

5. * Other issues (from SMEs or RT1) 


To join the meeting on a computer or mobile phone: 


(b)(6) 


Phone Dial-in 


(b)(6) 


(US (San Jose)) 
(US Toll Free) 


(b)(6) 


(Canada 































(Toronto)) 

Global Numbers: htip: .' /blue jeans,com numbers 


Meeting ID: 


(b)(6) 


Room System 


(b)(6) 


Meeting ID: 


(b)(6) 


Want to test your video connection? 
https ://bluei eans.com/111 


Is this your meeting? Do you need your moderator passcode ? 


Sender: 

Fowler, Christina < cfowler@rti.org> 

Recipient: 

Fowler, Christina <cfowler@rti.org>; 

’Rashmi Kudesia r (b)(6) 

’Daniluk, Judith' (b)(6) pubc.ca>; 

(b)(6^- Rebecka Lundgren - Georgetown 

Foley, Diane (HHS/OASH) </o-ExchangeLabs/ou=Exchange Administrative Group 
( FYDIBOHF23SPDI_T)/cn=Redplents/cn — bebb 7a763d4a4e3G96c206 lc2cb8254e-Foley, Debo>; 
Silver, Karen (05/GAS F!) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Reelpients/cn=f656a 174be544812 a 2 8 a8799b 18 5a 5f4-Si 1 ver, Kar>; 

< Alicia .Richmond@hhs.gov 1 >; 

< 'ceward@mitre.org 1 >; 

<' ssc h m idt@ m itre ,org 1 >; 

<' stha ker@ mitre. o rg ' >; 

Koo, Helen (Contractor) <hpk.Contractor @rti.org>; 

Warrier, Anu <awarrier@rtLorg>; 

Feinberg, Rose <rfeinberg@rti.org>; 

Co rkwel 1 , Ash 1 ey < acorkwe 11 @ rti. o rg > 

Sent Date: 

2018/07/25 14:47:56 





















From: 

Moskosky, Susan B {HHS/OASH) </0=EXCHANGELABS/GU=EXCHAIMGE ADMINISTRATIVE 
GROUP (FYDIBOH F23$PDLT)/CN=R ECl PIENTS/CN = E17 C B2 FQ F7EA48ESAEB7894560B1673C- 
MOSKOSKY, S> 

To: 

Kappeler, Evelyn {HHS/OASH) </o=Exchangelabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=26 b 2 2 d 1 b b377444fb6 a682159ab6235e-Kappeler, E>; 
Jacobs, Viola E. (HHS/OASH) </Q=ExthangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3 SP D LT)/cn = Reci pi ents/ cn=99ca 7ffea59f4c3399c243725 8e4990e-J aco bs, Vio>; 
Wharton, Melinda (CDC/OID/NCIRD) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=15d0db5bG0ec44f Ia9044ac95a9daf 25-Wharton, Me>; 
Foley, Diane (HHS/OASH) </o=Exchange La bs/ou=Exchange Administrative Group 
(FYDIBGHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley J Debo>; 
Wong, David (CDC/CGH/DGHP) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BOH F23SPDlT)/cn=Recipients/cn=46735e966fef427999454198f0c9146c-da vid.wong, >; 
Perrotte, Brittany (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3 SP D LT)/cn=Reci pi ents/ cn=d6 2d a263Bed245 be93e91 cb94 bb!9515 - Perrotte, B>; 
Wasserman, Jill (OS/OPHS) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn = Recipients/cn = 2Oca3c5d293c4afd9fb842d0d2fBc823-Wasserman,>; 
Sweis, Roula (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYD I BO H F2 3 SP D LT)/cn - Reci pi en ts/ cn=5c324bf426a545ed 96a 96d 70c49a 6d94 - S wei s, Roul>; 
Downs, Tanette (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BOH F23SPDLT)/cn=Recipients/cn=Downs, Tanette>; 

Bishop-Crawford, Jennifer (OS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3 SP D LT)/cn=Reci pi ents/ cn=39a84338d 5 c/43 fc9cd 63 a 2 fda a efcd b- Bi sho p- Craw > 

Subject: 

RE: HPV Workgroup Kickoff Meeting 

Date: 

2018/07/25 15:30:07 

Priority: 

Normal 

Type: 

Note 


On August 1, T am not available between 2;00 — 3:00pm, but otherwise okay, 

Susan B Moskosky, MS, WHNP-BC 

Deputy Director 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 


— 1 

OPA logo 2017 

From: Kappeler, Evelyn {HHS/OASH} 

Sent: Wednesday, July 25, 2018 2:49 PM 

To: Moskosky, Susan B (HHS/OASH) <Susan.Moskosky@hhs.gov>; Jacobs, Viola E. (HHS/OASH) 
<Viola.Jacobs@hhs.gov>; Wharton, Melinda (CDC/OID/NCIRD) <mew2@cdc.gov>; Foley, Diane 
(HHS/OASH) <Diane.Foley@hhs.gov>; Wong, David (CDC/CGH/DGHP) <acq6@cdc.gov>; Perrotte, 
Brittany (HHS/OASH) <Brittany.Perrotte@hhs.gov>; Wasserman, Jill (OS/OPHS) 
<Jill.Wassermanl@hhs.gov>; Sweis, Roula (HHS/OASH) <Roula.Sweis@hhs.gov>; Downs, Tanette 
(HHS/OASH) <Tanette.Downs@hhs.gov>; Bishop-Crawford, Jennifer (OS/OASH) <Jennifer.Bishop- 
Crawford@hhs.gov> 

Subject: RE: HPV Workgroup Kickoff Meeting 













August 1 after 12:30 works for me. Or, August 8 from 9-12:30 is ok. August 9 in the afternoon is also 
open. 

How long do you anticipate the first meeting will be and do you prefer in person? Those at Tower will 
have to plan for travel time unless we participate via conference call. 

Thanks, 

Evelyn 

From: Moskosky, Susan B (HHS/OASH) 

Sent: Wednesday, July 25, 2018 1:21 PM 

To: Jacobs, Viola E. (HHS/OASH) < ViolaJaeobs@hhs.Kov >; Wharton, Melinda (CDC/OID/NCIRD) 
< mew2@cdc.gov >; Foley, Diane (HHS/OASH) < Diane.Foley@hhs.gov >; Wong, David (CDC/CGH/DGHP) 
< acq6@cdc.gov >; Perrotte, Brittany (HHS/OASH) < Brittany.Perrotte@hhs.gov >; Wasserman, Jill 
(OS/OPHS) < J ill.Wassermanl@hhs.gov >; Sweis, Roula (HHS/OASH) < Roula.Sweis@hhs.gov >; Downs, 
Tanette (HHS/OASH) < Tanette.Downs@hhs.gov >; Kappeler, Evelyn (HHS/OASH) 
< evelyn.kappeler@hh5.gov >; Bishop-Crawford, Jennifer (OS/OASH) Jennifer.Bishop- 
Crawford@hhs.gov > 

Subject: Re: HPV Workgroup Kickoff Meeting 


August lor 8 work best for me - although I can make the 9th work if that day is the best for 
others. 

Thanks, 

Sue 

Susan Moskosky 
Sent from iPhone 


On: 25 July 2018 12:55, ’’Jacobs, Viola E. (HHS/OASH)” < Viola.Jacobs@hhs.gov >wrote: 

Good Afternoon, 

In preparation of the HPV meeting, below are the following dates available for Dr. 
Wharton. Please let me know your availability of the dates/times for the following dates. 

Wednesday, August 1, 2018 (available all day) 

Wednesday, August 8, 2018 (available all day) 

Thursday, August 9, 2018 (available all day) 

An email invite with attached material will be sent out once we have the best date/time. 

Thank You! 


Viola Jacobs 















Support Staff Assistant 

National Vaccine Program Office | Office of the Assistant Secretary for Health 
US Department of Health and Human Services 

Direct Phone: 202-205-07251 Main Office: 202-690-55661 Fax: 202-260-11651 Email: viola, jacobs@hh5.gov 
hhs,g ov/nvpo | vaccines,gov 


From: Sweis, Roula (HHS/OASH) 

Sent: Friday, July 13, 2018 10:34 AM 

To: Greene, Nicole (GS/OASH) < Nicole.Greene@hhs.gQv >; Lin, Matthew (HHS/OASH) 
< Matthew.Lin@hh5.gov> ; Bettencourt, Alice (HHS/OASH) < alice.bettencourt@hhs.gov >; Kappeler, 
Evelyn (HHS/OASH) < evelyn.kappeier@hhs.gov >; Downs, Tanette (HHS/OASH) 
< Tanette.Downs@hhs,gov >; Foley, Diane (HHS/OASH) < Diane.Foley@hhs.gov >; Moskosky, Susan B 
(HHS/OASH) < Susan.Moskosky@hhs.gov >; Vafiades, Mark (HHS/OASH) < Mark.Vafiades@hhs.gov >; 
Broido, Tara (HHS/OASH) < Tara.Broido@hhs.gov> 

Cc: Wharton, Melinda (CDC/OID/NCIRD) < mew2@cdc.gov >; Aikin, Ann (OS/OASH) 

< Ann.Aikin@hhs.gov >; Jacobs, Viola E. (HHS/OASH) < Vioia.Jacobs@hhs.gov > 

Subject: Request for Designee(s) - ASH's HPV Workgroup 

Importance: High 


Dear OASH Directors and Deputies, 

NVPO is excited to be charged with assembling an internal working group to assess and implement 
recommendations from a recent National Vaccine Advisory Committee (NVAC) report on ways to 
improve HPV vaccine coverage rates. The working group will be comprised of representatives from 
NVPO, OWH, OMH, OAH, OPA, OASH Communications and other partners, as needed. 

We share the ASH's sense of urgency surrounding this important issue and seek to assemble and 
convene the first working session within the next few weeks, I've included some additional information 
below and attached the report for your reference. 

Please email the name(s) of the individual(s) that will represent your office on this workgroup to 

Melinda Wharton, myself and Viola Jacobs by Tuesday, July 17 so that we can begin to work on 

scheduling. 

Thanks so much, 


Roula Sweis Psy,D, 

Chief, Operations and Management 

National Vaccine Prog ram Office | De partment of Health and Human Services 


202-260-6619 (desk) 


(b)(6) 


(mobile) 


Additional Information 

























As IWPO conducts the preparatory work, please take some time to review the attached report, which 
will guide our work. In the report, NVAC recommends ways to improve HPV vaccination coverage rates 
by focusing on four areas of activity: 

1. Identifying additional national partners; 

2. Guiding coalition-building for states; 

3. Engaging integrated health care delivery networks; and 

4. Addressing provider needs in rural areas. 

The recommendations include short, mid, and long-term activities. Some of these activities can be 
implemented relatively quickly by leveraging existing partnerships or resources from within OASH while 
others will require outreach and engagement with a broader set of partners outside of OASH and even 
HHS. 


Some key questions to consider in anticipation of the first session are: 



Sender: 

Moskosky, Susan B (HHS/OASH) </0=EXCHANGELABS/OU = EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=E17CB2FOF7EA48E6AEB7894560B1673C-MOSKOSKY, S> 

Recipient: 

Kappeler, Evelyn (HHS/OASH) </o=Exchange La bs/ou=Exchange Administrative Group 
(FYDIBQ H F2 3 SP D LT)/cn = Red pi ents/ cn = 26 b 2 2d 1 b b3 77444f b 6a682159a b6235e-Ka p peler, E>; 

Jacobs, Viola E. (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBQ HF2 3 SPDLT)/cn = Reci pi ents/cn=99ca7ffea59f4c3399c2437258e4990e-Jacobs, Vio>; 

Wharton, Melinda (CDC/OID/NCIRD) </o=ExchangeLabs/GU- Exchange Administrative Group 
(FYDI BO H F2 3 SP D LT)/cn=Red pi ents/ cn=15d 0 d b 5 bG 0 ec44f 1 a9044ac9 5a 9daf 2 5 - W h a rton, Me>; 

Foiey, Diane (HHS/OASH) </o=Exchange La bs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn=Recipients/cn=be b b 7a763d4a4e3096c2061c2 eb8254e-Foley, Debo>; 

Wong, David (CDC/CGH/DGHP) </a=Exchange La bs/ou=Exchange Administrative Group 
(FYDIBOHF23$PDLT)/cn=Redpient5/cn=46735e966fef427999454198f0c9146c-david. wong. >; 

Perrotte, Brittany (HHS/OASH) </o=Exch a ngeLa bs/ou—Exchange Administrative Group 
(FYDIBO H F2 3 SP D LT)/cn = Reci pi ents/cn=d6 2 d a 2 638cd245be93e91 cb94 b b 19515- Perrotte, B>; 
Wasserman, M (OS/OPHS) </o-Exchange La bs/ou-Exchange Administrative Group 
(FYDIBO H F2 35PO LT)/cn “ Reci pients/cn=20ce 3c5d293c4afd9fb842d0d2fBc823-Wasserman, >; 

Sweis, Rouia (HHS/OASH) </o-Excha ngeLa bs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn=Reci pi en ts/cn=5c324bf426a545ed 96a 96d 7 0c49a 6d94 - S weis, Roul>; 

Downs, Janette (HHS/OASH) </o=ExchangeLa bs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn=Red pi ents/cn = Downs, Ta nette >; 

Bishop-Crawford, Jennifer (OS/OASH) < /o -= Excha nge La bs/ou=Exchange Administrative Group 
(FYDIBGHF23SPDLT)/cn = Recipients/cn=39a84338d5c743fc9cd63a2fdaaefcdb-Bishop”Craw> 

Sent Date: 

2018/07/25 15:30:05 

Delivered Date: 

2018/07/25 15:30:07 










From: 

Oakley, Caitlin B, (OS/ASPA) </0 - EXC H AN G E LABS/ Oil - EX CHAN G E ADMINISTRATIVE GROUP 
(F YD I BO H F2 3 SP D LT)/C N = REG PI E N TS/ CIM=E 5 E E4C3 5534C4A F9 B D AG46789CO34790*0A KIEV, 
CAI> 

To: 

Oakley, Caitlin B. (OS/ASPA) </o=Exchange Labs/ou=Exchange Administrative Group 
(F YD I BO H F2 3 SP D LT)/cn=Reel pi ents/cn=e5ee4c35534c4 af9 bd a c46789c034790-Oa k 1 ey, Cai> 

Subject: 

Tomorrow: Secretary Azar @ The Heritage Foundation 

Date: 

2018/07/25 18:39:49 

Priority: 

Normal 

Type: 

Note 


Good evening, 

Tomorrow at 11:00 AM ET, Secretary Azar will deliver remarks at an event hosted by The 
Heritage Foundation, entitled, “The Importance of Free-Market Principles in American 
Healthcare.” His remarks will focus on his four secretarial priorities and how free-market 
principles improve affordability and care for patients. 

In advance of the event, here is a preview of Secretary Azar’s remarks (as prepared for 
delivery)'. 


“One of America’s greatest leaders, President Ronald Reagan, applied commonsense 
solutions to the supposedly intractable challenges of his time, like an overly 
complicated tax code and a bloated, broken welfare system. Like President Trump, he 
saw straight through how Washington works, and had a pithy description of how 
problems are usually handled here. ‘Government’s view of the economy could be 
summed up in a few short phrases ,' he said. ‘If it moves, tax it. If it keeps moving, 
regulate it. And if it stops moving, subsidize it. 

“For too long, that has more or less been the federal government’s approach to 
healthcare. We saw it most recently with the Affordable Care Act, which imposed a new 
tax or regulation, or sometimes both, on just about every moving part in our healthcare 
system. There was even a tax on not buying the right kind of insurance—until President 
Trump and Congress repealed it. ” 

“The Trump Administration’s first instincts are the opposite of the big-government 
nightmare President Reagan described. If something in our healthcare system isn ’t 
working, we ’ll see if there’s a regulation in the way. If prices are high, we ’ll see if there’s 
a tax involved. If prices keep rising, we ’ll see if there’s a subsidy driving them. ” 


“Today, I want to talk about how these principles apply to a few of the priorities I have 
laid out for HHS under President Trump: first, reforming the individual market for 










insurance; second, bringing down the high price of prescription drugs; and third, 
transforming our health system into one that pays for value. ” 


The event will be live streamed here: https ://www . heritage . or a/event/the-importance-free-market- 
prineiples-ameriean-healtheare 


We will post the Secretary’s full remarks, as prepared for delivery at approximately 11:00 AM 
ET here: https://www.hhs.irov/about/leadership/secretary/speeches/index.html 

Please let me know if you have any questions. 

All the best, 

Caitlin B. Oakley 

National Spokesperson, Senior Advisor 
Office of the Assistant Secretary for Public Affairs 
U.S. Department of Health and Human Services 
caitlin.oaklev@hhs.aov 


***Questions regarding event logistics and media attendance should be directed to Marguerite 
_ Bowling at_ mareuerite. bowlinsCcvheritaee. ore * * * _ 


Sender: 

Oakley, Caitlin B. (OS/ASPA) </0 =EXCHANGE LABS/0U=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF235PDLT)/CN=RECIPIENTS/CN=E5EE4C35534C4AF9BDAC46789C034790-OAKUEY, CAI> 

Recipient: 

Oakley, Caitlin B. (OS/ASPA) </o=Excha nge La bs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=e5ee4c35534c4af9bdac46789c034790-Oakley, Cai> 

Sent Date: 

2018/07/25 18:39:36 

Delivered Date: 

2018/07/25 18:39:49 












From: 

Foley, Dtane {HHS/OASH) </0-EXCHANGELABS/GU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPI ENTS/CN = BCBB7A763D4A4E3096C2061C2CB3254E-FQLEY, 
DEB0> 

To: 

(b)(6) 

Date: 

2013/07/25 20:38:00 

Priority: 

Normal 

Type: 

Note 


Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 (o) 

(b)(6) 1(c) 


Sender: 

Foley, Diane (HHS/OASH) </O^EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN -RECIPIENTS/CN = BCBB7A763D4A4E3096C2061C2CB8254E-FOLEY, 
DEBO> 

Recipient: 

(b)(6) 

Sent Date: 

2018/07/25 20:38:32 

Delivered Date: 

2018/07/25 20:38:00 





















From: 

Huber, Valerie (HHS/OASH) </0=EXCHAN G E LABS/ O U=EX CHAN G E ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN = RECIPIENTS/CN=382ED2BF51144P19BBFF4C0EE2B0367D-HUBER, 
VALE> 

To: 

Bowm an, M a tth ew (H HS/OGC) < /o=Excha ng ela bs/ou=Excha ng e Ad ml n i strati ve G ro u p 
(FYDIBQHF23SPDLT)/cn=Redpi en ts/cn=4ca eb99Q0d27435d af018df 146c4f075-Bowman, Mat>; 
Giroir, Brett (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn-a56fce4755704c4ca031 d621 b46fd6f7-Girori f Bre>; 
Foley, Diane (HHS/OASH) </o-ExchangeLabs/ou-Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn = bcbb7a763d4a4e3096c2061c2cbB254e-Foley J Debo>; 
Stannard, Paula (HHS/IOS) </o=ExchangeLabs/ou-Exchange Administrative Group 
(FYDIBQHF23SPDLT)/cn=Recipients/cn=f0892a057f83497e939G288c813b61d9-Stannard, P>; 
Valentine, Steven (HHS/OASH) </o=Exchang ela bs/ou=Exchange Administrative Group 
(FYDI BOHF23SPDLT)/cn=Recipients/cn=fd508090f8984blcaf04069bc6000dc2-Valentine, > 

CC: 

Ch a rro w, R o bed: (H HS/OGC) </o=Exc ha ng eLa bs/ou - Exc ha ng e Ad m i n istra ti ve Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=00531138af454ce3ac0b5885bead345f-Charrow, Ro>; 
Stimson, Brian (HHS/OGC) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=338aa495176d4c92bb314f8Bf5Id 118-Stimson, Br> 

Subject: 

RE: Title X FOA hearing today 

Date: 

2018/07/25 21:32:51 

Priority: 

Normal 

Type: 

Note 


Matt, 

Thanks to you and the excellent OGC team* Really appreciate the continuing updates* 

Deliberative and pre-decisional communication 


Valerie Huber 

Senior Policy Advisor 

Office of the Assistant Secretary for Health (OASH) 

200 Independence Avenue, SW 
Washington, DC 20201 

202 690 7694 
202 401 8034 

From: Bowman, Matthew (HHS/OGC} 

Sent: Wednesday, July 25, 2018 6:52 PM 

To: Giroir, Brett (HHS/OASH) <Brett.Giroir@hhs.gov>; Huber, Valerie (HHS/OASH) 
<Valerie.Huber@hhs.gov>; Foley, Diane (HHS/OASH) <Diane.Foley@hhs.gov>; Stannard, Paula 
(HHS/IOS) <Paula.Stannard@hhs.gov>; Valentine, Steven (HHS/OASH) <Steven.Valentine@hhs.gov> 
Cc: Charrow, Robert (HHS/OGC) <Robert.Charrow@hhs.gov>; Stimson, Brian (HHS/OGC) 

< Brian. Stimson@hhs.gov> 

Subject: RE: Title X FOA hearing today 

Here is a more detailed summary of the ruling: 


From: McGinnis, Mark (HHS/OGC) 

Sent: Wednesday, July 25, 2018 6:49 PM 











To: Charrow, Robert (HHS/OGC); Bowman, Matthew (HHS/OGC) 

Cc: Stimson, Brian (HHS/OGC); Benor, David E.(HHS/OGC); Mendelsohn, Jocelyn S. (HHS/OGC) 
Subject: Title X- denial of motion pending appeal 

Folks, 


In a ruling from the bench this afternoon, the DC district court denied the plaintiffs’ 









OGC 

206-615-2282 


From: Giroir, Brett (HHS/OASH) 

Sent: Wednesday, July 25, 2018 6:21 PM 

To: Bowman, Matthew (HHS/OGC); Huber, Valerie (HHS/OASH); Foley, Diane (HHS/OASH); Stannard, 
Pa u la (H HS/IOS); Va lenti ne, Steven (H H S/OASH) 

Cc: Charrow, Robert (HHS/OGC); Stimson, Brian (HHS/OGC) 

Subject: RE: Title X FOA hearing today 

Thank you 

I will follow up with Valerie 


Brett P. Giroir, MD 

ADM, US Public Health Service 
Assistant Secretary for Health (ASH) 

Senior Advisor for Mental Health and Opioid Policy 
200 Independence Avenue, SW 
Washington, DC 20201 





Office Phone: 202-690-7694 


From: Bowman, Matthew (HHS/OGC) 

Sent: Wednesday, July 25, 2018 4:26 PM 

To: Huber, Valerie (HHS/OASH) < Valerie.Huber@hhs.gov >; Foley, Diane (HHS/OASH) 
< Diane.Foley@hh5.gov >; Stannard, Paula (HHS/IOS) < Paula.Stannard@hhs.gov >; Valentine, Steven 
(HHS/OASH) < Steven.Valentine@hhs.gov >; Giroir, Brett (HHS/OASH) < Brett.Giroir@hhs.gov > 

Cc: Charrow, Robert (HHS/OGC) < Robert.Charrow@hhs.gov >; Stimson, Brian (HHS/OGC) 
< Brian.Stimson@hhs.gov > 

Subject: RE: Title X FOA hearing today 



Confidential pre-decisional deliberative process and attorney client privilege 


Matt Bowman 
Deputy General Counsel 
HHSOGC 












202.868.9791 

matthew.bowman@frhs.gov 


From: Huber, Valerie (HHS/OASH) 

Sent: Wednesday, July 25, 2018 4:06 PM 

To: Bowman, Matthew (HHS/OGC); Foley, Diane (HHS/OASH); Stannard, Paula (HHS/IOS); Valentine, 
Steven (HHS/OASH); Giroir, Brett (HHS/OASH) 

Cc: Charrow, Robert (HHS/OGC); Stimson, Brian (HHS/OGC) 

Subject: RE: Title X FOA hearing today 


Thanks so much, Matt. 

(b)(5) 

(b)(5) 



Deliberative and pre-decisional communication 


Valerie Huber 

Senior Policy Advisor 

Office of the Assistant Secretary for Health (OASH) 

200 Independence Avenue, SW 
Washington, DC 20201 

202 690 7694 
202 401 8034 

From: Bowman, Matthew (HHS/OGC) 

Sent: Wednesday, July 25, 2018 3:49 PM 

To: Huber, Valerie (HHS/OASH) < Valerie.Hubert®hhs.gov >: Foley, Diane (HHS/OASH) 
< Diane,Folev(Sihhs.gov >: Stannard, Paula (HHS/IOS) < Paula.StannardfS>hhs.gov >; Valentine, Steven 
(HHS/OASH) < Steven.Valentine(5>hhs,gov >: Giroir, Brett (HHS/OASH) < Brett.Giroir@hhs.Eov > 

Cc: Charrow, Robert (HHS/OGC) < Robert.Charrow(5)hhs.gov >: Stimson, Brian (HHS/OGC) 

< Brian.Stimson @hhs.gov > 

Subject: Re: Title X FOA hearing today 


Judge McFadden denied the plaintiffs’ motion for an injunction pending appeal, 

(b)(5) 

(b)(5) 



On: 24 July 2018 17:38, ’’Huber, Valerie (HHS/OASH)” < Valerie.Huber@hhs.gov >wrote: 
Thanks, Matt, for keeping us in the loop. 


Valerie Huber 

Senior Policy Advisor 

Office of the Assistant Secretary for Health (OASH) 
























200 Independence Avenue, SW 
Washington, DC 20201 

202 690 7694 
202 401 8034 

From: Bowman, Matthew (HHS/OGC) 

Sent: Tuesday, July 24, 2018 4:42 PM 

To: Huber, Valerie (HHS/OASH) c Valerie.Hubertshhs,gov >; Foley, Diane (HHS/OASH) 

< Diane,FoleyjShhs.gov >; Stannard, Paula (HHS/IOS) < Paula.StannardjShhs.gov >; Valentine, Steven 
(HHS/OASH) < Steven.Vaientine@hhs,gov >; Giroir, Brett (HHS/OASH) < Brett.Giroir@hhs.gov > 

Cc: Charrow, Robert (HHS/OGC) < Robert.Charrow@hhs.gov >: Stimson, Brian (HHS/OGC) 
< Brian.Stimson@hhs.gov > 

Subject: Title X FOA hearing today 



Confidential pre-decisional deliberative process and attorney client privilege 


Matt Bowman 
Deputy General Counsel 
HHSOGC 
202.868.9791 

matthew.bowman@hhs.gov 


Sender: 

Huber, Valerie (HHS/OASH) </0=EXC HAN G E LA BS/ 0 U=EX CHAN G E ADMINISTRATIVE GROUP 
(FYDIB0HF23SPDLT)/CN = RECIPIENTS/CN=382ED2BF51144D19BBFF4COEE2BO367D“HUBER, VALE> 

Recipient: 

Bowman, Matthew (HHS/OGC) </o=ExchangeLabs/ou-Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn=Red pi ents/cn=4ca eb9900d27435d a fO 1 Self 146c4f075- Bow ma n, Mat>; 

Giroir, Brett (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn-Redpient5/cn=a56fce4755704c4ca031d621b46fd6f7-Girori, Bre>; 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 


















(FYDI BO HIF2 3 SP D LT)/cn=Red pi en te/cn=be b b 7 a763d 4a4e3096c2061c2c b8254e- Fo ley, Debo>; 

Stannard, Paula (HHS/IOS) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BOHF235PDLT)/cn=Recipients/en=f0892a057f83497e939G288c813b61d9-Sta nnard, P>; 

Valentine, Steven (HH5/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F2 3 SP D LT)/cn=Red pi ents/cn=td508090f8984b 1 eaf04069b c6000d c2 - Va 1 enti ne, >; 

Charrow, Robert (HHS/OGC) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBO H F2 3 SP D LT)/cn - Reci pi ents/cn=00531138af454ce3 acO b5885bea d345f-Cha rro w, Ro >; 

Stimson, Brian (HHS/OGC) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF235PDLT)/cn- Recipients/cn=338aa495176d4c92bb314f8f3f5Id 118-Stimson, Br> 

Sent Date: 

2018/07/25 21:32:49 

Delivered Date: 

2018/07/25 21:32:51 







From: 

Foley, Diane {HHS/OASH) </0-EXCH A NG E LABS/GU- EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPI ENTS/CN = BCBB7A763D4A4E3096C2061C2CBS254E-FQLEY, 
DEB0> 

To: 

Frederiksen, Brittni (OS/OASH) </o=Exchangelabs/ou=Exchange Administrative Group 
(F YDI BO H F2 3S PDLT)/c n=Red pients/en=6a 5 5fe4e2 3 e b46f 19f76d e360a03737c- Frede ri ksen > 

Date: 

2013/07/26 09:40:00 

Priority: 

Normal 

Type: 

Note 


Hi Brittni - here are the ones I have used when discussing this, i would love to hear your 
thoughts about this. Also, great work on the 2030 documents! 


Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 (o) 

(b)(6) 1(C) 


Sender: 

Foley, Diane (HHS/OASH) </0=EXCHANGELABS/0U=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN = BCBB7A763D4A4E3096C2061C2CB8254E-FOLEY, 
DEBO> 

Recipient: 

Frederiksen, Brittni (OS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F YDI BO H F23S PDLI)/cn - Reci pients/cn=6a 5 5fe4e2 3 eb46f 19f 76d e360a03737c- Fred e ri ksen > 

Sent Date: 

2018/07/26 09:40:43 

Delivered Date: 

2018/07/26 09:40:00 

















From; 

Silver, Karen (OS/OASH) </0-EXCHANGELABS/0U=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIB0HF235PDLT)/CN = RECIPIENTS/CN=F656A1748C544812A2SA3799B 185A5F4-SIIVER, 
KAR> 

To: 

Foley, Diane (HHS/OASH) </o=Exchangelabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Fotey, Debo> 

Subject; 

RE: SUD work group 

Date: 

2018/07/26 12:11:06 

Priority: 

Normal 

Type: 

Note 


Hi Diane, 

The NRHC plenary slides we discussed are available here: S:\OPA\Title X Training\National Training 
Centers\National Clinical Training Center for Family Planning\FY2Q17\NRHC July 2018\Slide 
Reviews\Review finished\MacAfee_Opioid Crisis and here S:\OPA\Title X Training\National Training 
Centers\National Clinical Training Center for Family Plannmg\FY2Q17\NRHC July 2018\Slide 
Reviews\Review finished\Terplan_Opioid Crisis 

I've also attached the SUDs Summary in Brief. Looping Aisha so she can share the other summary 
documents that we've received. 

Best, 

Karen 

Karen Silver 

Senior Advisor for Communications and Outreach 
Office of Populations Affairs (OPA) 

Email: Karen.Silvet@hhs.i 2 Qv | Phone: (240) 453-2802 
Website: www.hhs,gov/opa/ 

r=-j 


From: Foley, Diane (HHS/OASH) 

Sent: Thursday, July 26, 2018 9:42 AM 

To: Silver, Karen (OS/OASH) <Karen.Silver@hhs.gov> 

Subject: SUD work group 


Hi - could you please send me the fina l notes from the work group. 
(b)(5) 


(b)(5) 


Thanks, 

Diane 


Diane Foley MD, FAAP 



















Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 (o) 

(c) 


(b)(6) 


«OLE Object: Picture (Device Independent Bitmap) » 


Sender: 

Silver, Karen (OS/OASH) </0=EXCHANGEtABS/OU = EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBO H F235POLT)/CN=REG PI ENT5/CN=F656A174BC544812A28A8799B185A5F4-SILVER, KAR> 

Recipient: 

Foley, Diane (HHS/OASH) </o=Exchangel_abs/oiJ=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foiey, Debo> 

Sent Date: 

2018/07/26 12:11:03 

Delivered Date: 

2018/07/26 12:11:06 










From: 

Bowman, Matthew (HHS/OGC) </Q- EXCHANGELABS/0U=EXCH ANGEADMINISTRATLVE 

GROUP (FYDIBGH F235PDLT)/CN=RECIPIENTS/CN=4CAEB9900D27435 DAF018DF146C4F075“ 
BOWMAN, MAT> 

To: 

Huber, Valerie (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYOIBOHF235PDLT)/cn=Redpients/cn=382ed2bf51144d 19bbff4c0ee2b0367d-Huber, Vaie>; 
Giroir, Brett (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=a 56fce4755704c4ca03 Id621 b46fd6f7-Giron, Bre>; 
Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLI)/cn=Reci pients/c n=bcbb7a763d4a 4e3096c206 Ic2cb8254e-Foley, Debo >; 
Sta nnard, Paula (H H5/IOS) </o - Excha nge La bs/ou - Excha nge Ad m in istrative G roup 
(FYDI BO H F23S PDLT )/c n=Reci pients/c n =f0892a057f83497e9390288c813 b 61 d 9-Sta n na rd, P>; 
Valentine, Steven (HHS/OASH) </o=Excha nge La bs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/cn=Reci pients/cn=fd50809Qf8984b Icaf04069bc6000dc2-Va lend ne, >; 
Vafiades, Mark (HHS/OASH) </o=Excha nge La bs/ou-Exchange Administrative Group 
(FYDI BOH F23S PDLT)/en=Reci pients/cn=Sad ade 359f4d42079c2 2aa26b90a2al 4-Vafia des, M> 

CC: 

Charrow, Robert (HHS/OGC) < /o-Excha ngeLabs/ou=Excha nge Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=00531138af454ce3ac0b5885bead345f-Charrow, Ro>; 
Stimson, Brian (HHS/OGC) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOFIF23S PDLT)/cn=Reci pients/cn=338aa495176d4c92bb314f8f3f51 d 118-Stimson, Br> 

Subject: 

Re: Title X FOA hearing today 

Date: 

2018/07/26 21:55:18 

Priority: 

Normal 

Type: 

Note 


(b)(5) 


On: 26 July 2018 21:45, "Huber, Valerie (HHS/OASH)" 
< Valerie. Hu ber@hhs.gov >' wrote: 


(b)(5) 


On: 26 July 201821:40, 

"Bowman, Matthew (HHS/OGC)" < Matthew.Bowman@hhs.go v >wrote: 


(b)(5) 


On: 26 July 2018 21:31, "Giroir, Brett (HHS/OASH)" <Brett.Giroir@hhs.gov>wrote: 

























Brett P. Giroir, MD 

ADM, US Public Health Service 
Assistant Secretary for Health (ASH) 

Senior Advisor for Mental Health and Opioid Policy 
200 Independence Avenue, SW 
Washington, DC 20201 
Office Phone: 202-690-7694 

From: Bowman, Matthew (HHS/OGC) 

Sent: Thursday, July 26, 2018 9:29 PM 

To: Giroir, Brett (HHS/OASH) <Brett.Giroir@hhs.gov>; Huber, Valerie (HHS/OASH) 
cValerie.Huber@hhs.gov>; Foley, Diane (HHS/OASH) <Diane.Foley@hhs.gov>; Stannard, Paula 
(HHS/IOS) <Paula.Stannard@hhs.gov>; Valentine, Steven (HHS/OASH) 
<Steven.Valentine@hhs.gov>; Vafiades, Mark (HHS/OASH) <Mark.Vafiades@hhs.gov> 

Cc: Charrow, Robert (HHS/OGC) <Robert.Charrow@hhs.gov>; Stimson, Brian (HHS/OGC) 
<Brian.Stimson@hhs.gov> 

Subject: Re: Title X FOA hearing today 


(b)(5) 


On: 26 July 2018 21:26, "Giroir, Brett (HHS/OASH)" < Brett.Giroir@hhs.gov > wrote: 
Thank you _ 


(b)(5) 


Brett P. Giroir, MD 

ADM, US Public Health Service 
Assistant Secretary for Health (ASH) 

Senior Advisor for Mental Health and Opioid Policy 
200 Independence Avenue, SW 
Washington, DC 20201 
Office Phone: 202-690-7694 

From: Huber, Valerie (HHS/OASH) 

Sent: Thursday, July 26, 2018 9:18 PM 

To: Bowman, Matthew (HHS/OGC) < Matthew.Bowman@hhs.gov >; Giroir, Brett (HHS/OASH) 
< Brett.Giroir@hhs.gov >; Foley, Diane (HHS/OASH) < Diane.Folev@hh5.gov >: Stannard, Paula 
(HHS/IOS) < Paula.Stannard@hhs.gov >; Valentine, Steven (HHS/OASH) 
< Steven.Valentine@hhs.gov >; Vafiades, Mark (HHS/OASH) < Mark.Vafiades@hhs.gov > 

Cc: Charrow, Robert (HHS/OGC) < Robert.Charrow@hhs.gov >; Stimson, Brian (HHS/OGC) 
< Brian.Stimson@hhs.gov > 

Subject: Re: Title X FOA hearing today 
















(b)(5) 


On: 26 July 2018 21:04, 

"Bowman, Matthew (HHS/OGC)" < Matthew . Bowman@hh s. g o v > w ro te: 

Planned Parenthood and the other plaintiffs have filed their emergency injunction 
motion with the D.C. Circuit. 


On: 25 July 2018 20:04, "Giroir, Brett (HHS/OASH)" < B rett. Giroir@hhs. go v > wrote: 
Thank you and to all of OGC. 

Your hard work is much appreciated. 


Brett P. Giroir, MD 

ADM, US Public Health Service 
Assistant Secretary for Health (ASH) 

Senior Advisor for Mental Health and Opioid Policy 
200 Independence Avenue, SW 
Washington, DC 20201 
Office Phone: 202-690-7694 

From: Bowman, Matthew (HHS/OGC) 

Sent: Wednesday, July 25, 2018 6:52 PM 

To: Giroir, Brett (HHS/OASH) < Brett.Giroir(S>hhs.gov >; Huber, Valerie (HHS/OASH) 
c Valerie,Hubertshhs.gov >; Foley, Diane (HHS/OASH) < Diane.Folev@hhs.gov >; Stannard, Paula 
(HHS/IOS) < Paula.Stannard|S)hhs.gov >: Valentine, Steven (HHS/OASH) 

< Ste ve n, Va I entine(5> hhs.gov > 

Cc: Charrow, Robert (HHS/OGC) < Robert,Charrow(5>hhs.gov >; Stimson, Brian (HHS/OGC) 
< Brian.Stimson(5>hhs.gov > 

Subject: RE: Title X FOA hearing today 

Here is a more detailed summary of the ruling: 

From: McGinnis, Mark (HHS/OGC) 

Sent: Wednesday, July 25, 2018 6:49 PM 

To: Charrow, Robert (HHS/OGC); Bowman, Matthew (HHS/OGC) 

Cc; Stimson, Brian (HHS/OGC); Benor, David E.(HHS/OGC); Mendelsohn, Jocelyn S, (HHS/OGC) 
Subject: Title X- denial of motion pending appeal 


Folks, 















In a ruling from the bench this afternoon, the DC district court denied the 
plain tiffs' motion for an emergency injunction pend in a appeal in Planned. Parenthood v. 


Azar. 


(b)(5) 


(b)(5) 








OGC 

206-615-2282 


From: Giroir, Brett (HHS/OASH) 

Sent: Wednesday, July 25, 2018 6:21 PM 

To: Bowman, Matthew (HHS/OGC); Huber, Valerie (HHS/OASH); Foley, Diane (HHS/OASH); 
Stannard, Paula (HHS/IOS); Valentine, Steven (HHS/OASH) 

Cc: Charrow, Robert (HHS/OGC); Stimson, Brian (HHS/OGC) 

Subject: RE: Title X FOA hearing today 

Thank you 

I will follow up with Valerie 


Brett P. Giroir, MD 

ADM, US Public Health Service 
Assistant Secretary for Health (ASH) 

Senior Advisor for Mental Health and Opioid Policy 
200 Independence Avenue, SW 
Washington, DC 20201 





Office Phone: 202-690-7694 


From: Bowman, Matthew (HHS/OGC) 

Sent: Wednesday, July 25, 2018 4:26 PM 

To: Huber, Valerie (HHS/OASH) < Valerie.Huber@hhs.gov >: Foley, Diane (HHS/OASH) 
< Diane.Foley@hhs.gov >: Stannard, Paula (HHS/IOS) < Paula.Stannard@hhs.gov >; Valentine, 
Steven (HHS/OASH) < Steven.Vaientine@hhs.gov >; Giroir, Brett (HHS/OASH) 
< Brett.Giroir@hhs.gov > 

Cc: Charrow, Robert (HHS/OGC) < Robert.Charrow@hhs.gov >; Stimson, Brian (HHS/OGC) 
< Brian.5timson@hhs.gov > 

Subject: RE: Title X FOA hearing today 



Confidential pre-decisional deliberative process and attorney client privilege 












Matt Bowman 
Deputy General Counsel 
HHS OGC 
202.868.9791 

matthew.bowman@hhs.gov 


From: Huber, Valerie (HHS/OASH) 

Sent: Wednesday, July 25, 2018 4:06 PM 

To: Bowman, Matthew (HHS/OGC); Foley, Diane (HHS/OASH); Stannard, Paula (HHS/IOS); 
Valentine, Steven (HHS/OASH); Giroir, Brett (HHS/OASH) 

Cc: Charrow, Robert (HHS/OGC); Stimson, Brian (HHS/OGC) 

Subject: RE: Title X FOA hearing today 


Thanks so much. Matt. 


(b)(5) 


(b)(5) 


Deliberative and pre-decisional communication 


Valerie Huber 

Senior Policy Advisor 

Office of the Assistant Secretary for Health (OASH) 

200 Independence Avenue, 5W 
Washington, DC 20201 

202 690 7694 
202 401 8034 

From: Bowman, Matthew (HHS/OGC) 

Sent: Wednesday, July 25, 2018 3:49 PM 

To: Huber, Valerie (HHS/OASH) < Vaierie.HubenS>hhs.gov >; Foley, Diane (HHS/OASH) 
< Diane.Folev(5)hhs.Eov >; Stannard, Paula (HHS/IOS) < Paula.Stan nard@hhs.gov >: Valentine, 
Steven (HHS/OASH) < Steven.Valentine^hhs.gov >: Giroir, Brett (HHS/OASH) 
< Brett.Giroir@hhs.gov > 

Cc: Charrow, Robert (HHS/OGC) < Robert.Charrow@hhs.gov >; Stimson, Brian (HHS/OGC) 
< Brian.Stimson@hhs.gov > 

Subject: Re: Title X FOA hearing today 



On: 24 July 2018 17:38, "Huber, Valerie (HHS/OASH)" 
< Va ler i e . H ub e r @h h s. g o v > w ro t e: 

























Thanks, Matt, for keeping us in the loop. 


Valerie Huber 

Senior Policy Advisor 

Office of the Assistant Secretary for Health (OASH) 

200 Independence Avenue, SW 
Washington, DC 20201 

202 690 7694 
202 401 8034 

From: Bowman, Matthew (HHS/OGC) 

Sent: Tuesday, July 24, 2018 4:42 PM 

To: Huber, Valerie (HHS/OASH) < Valerie.Huber(Sihhs.gov >; Foley, Diane (HHS/OASH) 
< Diane.Folev(5>hhs.EQV >; Stannard, Paula (HHS/IOS) < Paula.Stannard(5)hhs,gov >; Valentine, 
Steven (HHS/OASH) < Steven.Valentine(5>hhs.gov >; Giroir, Brett (HHS/OASH) 

< Brett.Giroi r@hhs.gov > 

Cc: Charrow, Robert (HHS/OGC) < Robert.Charrow@hhs.gov >; Stimson, Brian (HHS/OGC) 
< Brian.Stimson(5>hhs.gov > 

Subject: Title X FOA hearing today 



Confidential pre-decisional deliberative process and attorney client privilege 


Matt Bowman 
Deputy General Counsel 












HHSOGC 
202.868.9791 

m a t the vv. b o vv m a n@hh s. gov 


Sender: 

Bowman, Matthew (HHS/OGC) </0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE 

GROUP (FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=4CAEB9900D27435DAF018DF146C4F075- 
BOW MAN, MAT> 

Recipient: 

Huber, Valerie (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/cn=Red pie nts/cn=382ed 2 bf51144d 19b bff4c0ee2b0367d - Huber, Vale>; 
Giroir, Brett (HHS/OASH) </o=ExchangeLabs/ou-Exchange Administrative Group 
(FYDI BO H F23S PDLT )/cn=Red pie nts/cn=a 5 6fce4755704c4ca 0 3 Id 621 b46fd 6f7-G \ rori f Bre>; 

Fol ey, D i a n e (H HS/ 0ASH) < /o=E xcha n g ela bs/ou - Excha rig e Ad m i n istrati ve Group 
(FYDI BO H F23S PDLT)/cn=Reci p ie nts/c n=bcbb 7a763d4a 4e3096c2061c2cb8254e- Fol ey, Debo>; 
Stannard, Paula (HHS/IOS) </o=Exchangel_abs/ou=Exchange Administrative Group 
(FYDI BO H F2 3$ PDLT)/cn=Reci p ie nts/c n- fG892a057f83497e9390288c813 b 61 d 9-Sta n n a rd 1, P>; 
Valentine, Steven (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/cn=Reci pients/cn=fd508090f8984b lcaf04069bc6000dc2-Va 1 e nti n e, >; 
Vafiades, Mark (HHS/OASH) </o=Excha nge La bs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT )/c n=Reci pie nts/c n=6a d a de359f4d42079c2 2aa26 b9 Oa 2a 14 - Vafia d es, M>; 
Charrow, Robert (HHS/OGC) </o=Exchange La bs/ou-Exchange Administrative Group 
(FYDI BO H F23S PDLT)/c n=Reci p ie nts/c n=00531133af4 54ce3a cO b5885b ea d345f- Ch a rro w, Ro>; 
Stimson, Brian (HHS/OGC) </o=Exchangela bs/ou=Exchange Administrative Group 
(FYDI BO H! F2 3$ PDLT)/cn=Reci p ie nts/c n=338a a495176d4c92 b b 314f8f3f5 Idl 18-StE mson i, Br> 

Sent Date: 

2018/07/26 21:55:15 

Delivered Date: 

2013/07/26 21:55:18 









From: 

Huber, Valerie (HHS/OASH) </0=EXCH ANGEIABS/QU = EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPI ENTS/CN=3S2ED2BF51144D19BBFF4C0EE2BQ367D-HUBER, 
VALE> 

To: 

Bowman, Matthew (FIHS/OGC) </o=Exchange La bs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=4caeb9900d27435daf018dfl46c4fQ75-Bowman, Mat>; 
Kemper, Laura (HHS/ASL) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BOH F23S PDLT)/cn=Recipients/cn=791 ce 12e99e9408e946dc9 b605b 56a 17- Kem per, Lau> 

CC: 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDI BO H F23S PDLT)/cn - Reci pients/cn= be bb7a763d4a 4e3096c2061c2cb8254e- Fo! ey, De bo > 

Subject: 

Re: Title X Funding 

Date: 

2018/07/26 22:08:25 

Priority: 

Normal 

Type: 

Note 


(b)(5) 


On: 26 July 2018 19:47, 

"Bowman, Matthew (HHS/OGC)" < Matthew,Bowman@hhs,gov >wrote: 


I will be out next week. 


(b)(5) 


(b)(5) 


On: 26 July 2018 19:25, "Kemper, Laura (HHS/ASL)" 
< L a u r a. Ke m p e r @hh s. go v > wrote: 

Hi Matt, 



(b)(6) 


5)mail.house.gov> 


From: Turner, Caroiyn 
Sent: Monday, July 23, 2018 6:19 PM 

To: Huber, Valerie (HHS/OASH) <Valerie.Huber@hhs.gov>; Foley, Diane (HHS/OASH) 
<Diane.Foley@hhs.gov> 

Cc: Kemper, Laura (HHS/ASL) <Laura.Kemper@hhs.gov> 

Subject: FW: Title X Funding 




























Hi Diane, Valerie, and Laura, 


It was a pleasure sitting down with you and Congressman Bishop on Utah's Title X funding and 
the new proposed rule. I have been in touch with the Utah Department of Health and they have 
included below the exact codes of the state law we discussed, which requires parental consent 
before treating minors. This law only applies to state health clinics as we suspected, not private, 
which allows Planned Parenthood to be the sole recipient of the funding. Congressman Bishop is 
eager to submit language during the open comment period with the help of Utah's Department 
of Health and we would greatly appreciate any assistance from your office in tailoring language 
to support Utah's application. Understanding that ample precedent exists prohibiting Title X 
funding from requiring parental consent, the Congressman is hoping to enter comments that 
will encourage respecting this state law and the requirements for Title X. 

Could I get your thoughts on how this law interacts with the new rule and Utah's application? I 
am happy to discuss by phone as well. 

Thank you all for your time and help in this matter. 

All the best, 

Carolyn 


Carolyn Turner 

Scheduler &Legislative Assistant 
Congressman Rob Bishop (UT-1) 
Office: (202)225-0453 
Fax: (202) 225-5857 


From: Lynne Nilson (b)(6) 5)utah.gov > 


Date: Friday, July 20, 2018 at 4:53 PM 

~[S)maiLhouse.gov > 


To: Carolyn Turner 


(b)(6) 


(b)(6) g>utah.gov 11 (b)(6) gutah.gov>, Joseph Miner (b)(6) gutah.gov > 


Cc: 

Subject: Re: Title X Funding Opportunity 


Carolyn - 


State of Utah law states the following: 


Title 76 Utah Criminal Code Chapter 7 Offenses Against the Family Section 325 

Notice to parent or guardian of minor requesting contraceptive - Definition of contraceptives -- Penalty 
for violation. 

















76-7-325. Notice to parent or guardian of minor requesting contraceptive — Definition of 
contraceptives - Penalty for violation. 

(1) Any person before providing contraceptives to a minor shall notify, whenever possible, the 
minor's parents or guardian of the service requested to be provided to such minor. Contraceptives 
shall be defined as appliances {including but not limited to intrauterine devices), drugs, or medicinal 
preparations intended or having special utility for prevention of conception. 

(2) Any person in violation of this section shall be guilty of a class C misdemeanor. 

Public funds for provision of contraceptive or abortion services restricted. 

76-7-322. Public funds for provision of contraceptive or abortion services restricted. 

No funds of the state or its political subdivisions shall be used to provide contraceptive or 
abortion services to an unmarried minor without the prior written consent of the minor's parent or 
guardian. 

Title 76 Utah Criminal Code Chapter 7 Offenses Against the Family Section 323 
Public funds for support entities providing contraceptive or abortion services restricted 

76-7-323. Public funds for support entities providing contraceptive or abortion services restricted. 

No agency of the state or its political subdivisions shall approve any application for funds of the 
state or its political subdivisions to support, directly or indirectly, any organization or health care 
provider that provides contraceptive or abortion services to an unmarried minor without the prior 
written consent of the minor’s parent or guardian. No institution shall be denied state or federal funds 
under relevant provisions of law on the ground that a person on its staff provides contraceptive or 
abortion services in that person’s private practice outside of such institution. 

Federal Title X funding (42CFR59) says that services will be provided "Without regard to religion, race, 
color, national origin, handicapping condition, age, sex, number of pregnancies, or marital status". 

We know of two court cases pertaining to these Utah restrictions: 


Planned Parenthood vs. Matheson -1983 
Jane Does 1-4 vs. State of Utah Dept of Health 

If you have additional questions please let us know. 

Lynne 


Sender: 

Huber, Valerie (HHS/OASH) </0=EXCHANGELABS/OU = EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=382ED2BF51144D19BBFF4COEE2BQ367D-HUBER, 
VALE> 

Recipient: 

Bowman, Matthew (HHS/OGC) </a=ExchangeLabs/ou=Exchange Administrative Group 

{FYDI BO H F23S PDLT)/cn=Red pie nts/cn=■ 4cae b990Od27435da fG 18df 146c4f Q75- Bow man, Mat>; 

Kern pe r, Lau ra {H H S/AS L) </o=Excha nge La bs/o u=Exch a n ge Ad m i n i strat i ve G ro u p 

(FYDI BO H F23S PDLT )/c n - Reci pie nts/cn=791 ce 12e9 9e9408e94Gd c9 b605b 56a 17 - Kem per, Lau>; 

Fol ey, D i a n e (H HS/ 0ASH) < /o=Excha n g ela bs/ou - Excha ng e Ad m i n istrative Group 

{FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c206Ie2cb8254e-Foley, Debo> 

Sent Date: 

2013/07/26 22:08:24 

Delivered Date: 

2013/07/26 22:08:25 








From: 

Diane Foley, (b)(6) 

To: 

Foley, Diane (HHS/OASH) </g~ Exchan geLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a 4e3096c2061c2cb8254e-Foley, Debo> 

Date: 

2018/07/27 09:35:34 

Priority: 

Normal 

Type: 

Note 


Sender: 

Diane Foley (b)(6) 

Recipient: 

Fo! ey, D la ne (H HS/OASH) < /o=E xcha n g e La bs/ou - E xcha ng e Ad m i n istrative G rou p 
{FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley, Debo> 

Sent Date: 

2018/07/27 09:31:51 

Delivered Date: 

2018/07/27 09:35:34 























From: 

Steven Foley (b)(6) 

To: 

Foley, Diane (HHS/OASH) </o-Exchan gel_abs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Redpients/cn=bcbb7a763d4a4e3096c2061c2cb8254e-Foley, Debo> 

Subject: 

HHS proposed Title X rule 1805 - CMA and F2C comment,pdf 

Date: 

2018/07/27 09:33:04 

Priority: 

Normal 

Type: 

Note 


3iane Foley MD 


Sender: 

Steven Foley | (b)(6) 

Recipient: 

Foley, Diane (HHS/OASH) </o=Exchan geLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=bcbb7a763d4a4e3096c206 lc2cb8254e-Foley, Debo > 

Sent Date: 

2018/07/27 09:32:28 

Delivered Date: 

2018/07/27 09:33:04 





















From: 

Brindis, Claire (b)(6) 5>ucsf.edu> 

To: 

HHS Secretary (HHS/IOS) </o-ExchangeLabs/ou-Exchange Administrative Group 

(F Y DI80 H F2 3 SP D LT )/cn=Red pi ents/cn=5e3fce8fOG 194d 8d94fc91094888d811 - H H S Secreta>; 

<huber@hhs.gov>; 

Foley, Diane (HHS/OASH) </o=Exchangel_abs/ou=Exchange Administrative Group 
(F Y DI BO H F2 3 SP D LT)/cn=Red pi ents/ cn=be b b 7a763d 4a4e3096c2061c2c b8254e- Fo ley, Debo> 

Subject: 

Title X Comments 

Date: 

2018/07/27 12:25:29 

Due Date: 

2018/07/28 20:00:00 

Priority: 

Normal 

Type: 

Note 


Dear Secretary Azar, Ms. Huber, and Ms. Foley, 


Thank you for the opportunity to comment upon the proposed Title X changes. Please review my 
attached letter. 


Best wishes. 


Claire Brindis 


Sender: 

Brindis, Claire (b)(6) ^ucsf.edu> 

Recipient: 

HHS Secretary (HHS/IOS) </o=ExchangeLabs/ou=Exchange Administrative Group 

(F Y DI BO H F2 3 SP D LT)/cn=Red pi ents/ cn=5e3fce8f00194d 8d94fc91094888d311 - H H S Secreta>; 

<huber@hhs.gov>; 

Foley, Diane (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBGHF23SPDLT)/cn=Red pi ents/cn=bcbb7a763d4a4e3Q96c2Q61c2eb8254e-Foley, Debo> 

Sent Date: 

2018/07/27 12:23:01 

Delivered Date: 

2018/07/27 12:25:29 





















From; 

Cody, Atsha (HHS/OASH) < 10 - EXCHANGELABS/0U-EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=3E20354578A14F61816BC962D397D9 A8-CQDY, 
AISHA> 

To: 

Foley, Diane (HHS/OASH) </o=Exchangelabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=tx:bb7a763d4a4e3096c2061c2cb8254e-Fotey, Debo> 

Subject: 

FW: SUD work group 

Date: 

2018/07/27 12:23:47 

Priority: 

Normal 

Type: 

Note 


Aisha N. Cody, MPA, CHES 

Phone: (240} 453-2807 


From: Cody, Aisha (HHS/OASH) 

Sent: Thursday, July 26, 2018 6:22 PM 

To: Foley, Diane (HHS/OASH) <Diane.Fo!ey@hhs,gov>; Silver, Karen (OS/OASH) 
<Karen.Silver@hhs.gov> 

Subject: RE: SUD work group 

Hello, Diane and Karen - 
Thank you for adding me! 













(b)(5) 


Aisha N. Cody, MPA, CHES 
Health Scientist 

Office of Population Affairs (OPA) 

Email: Aisha.Codv@hhs.Eov | Phone: (240) 453-2807 
Website: www.hhs.gov/opa/ 

I - I 

cid:image001 ,png@01 D2936D.CD0C7630 

From: Foley, Diane (HHS/OASH) 

Sent: Thursday, July 26, 2018 12:21 PM 

To: Silver, Karen (0S/0A5FI) < K aren , Si lver@hhs. gov > 

Cc: Cody, Aisha (HHS/OASH) < Aisha.Cody@lihs.gov > 

Subject: Re: SUD work group 


Thank you! 


Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 (o) 


(b)(6) 


(c) 


On: 26 July 2018 12:16, 

"Silver, Karen (OS/OASH)" < K ar e n. S i 1 v e r@hhs.gov >wrote: 
Adding Aisha for real this time. 

Karen Silver 

Senior Advisor for Communications and Outreach 
Office of Populations Affairs (OPA) 

Email: Ka rcn . SiI ver@hhs.gov | Phone: (240) 453-2802 
Website: www.hhs.gov/opa/ 

cid:image001.png(®01D2936D.CD0C7630 

From: Silver, Karen (OS/OASH) 

Sent: Thursday, July 26, 2018 12:11 PM 

To: Foley, Diane (HHS/OASH) < r)iane.Folev@hhs.gov > 

Subject: RE: SUD work group 





















Hi Diane, 

The NRHC plenary slides we discussed are available here: S:\OPA\Title X Traimng\National Training 
Centers\National Clinical Training Center for Family Planning\FY2017\NRHC July 201S\Slide 
Reviews\Review finished\MacAfee_Opioid Crisis and here S:\OPA\Title X Tra ini ng\Nat Iona! Training 
Centers\National Clinical Training Center for Family Planning\FY2017\NRHC July 2018\5lide 
Reviews\Review finished\Terplan_Opioid Crisis 

I've also attached the SUDs Summary in Brief. Looping Atsha so she can share the other summary 
documents that we've received. 

Best, 

Karen 

Karen Silver 

Senior Advisor for Communications and Outreach 
Office of Populations Affairs (OPA) 

Email; Karcn.Silver@hhs.gov | Phone: (240) 453-2802 
Website: www .hhs.gov/opa/ 

r=i 


From: Foley, Diane (HHS/OASH) 

Sent: Thursday, July 26, 2018 9;42 AM 

To: Silver, Karen (OS/OASH) < Karen. Si lvcr@hhs.gov > 

Subject: SUD work group 


Hi - co uld you p lease send me the final n otes from the work group. 
(b)(5) 


(b)(5) 


Thanks, 

Diane 


Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phone: 240-453-2888 (o) 


(b)(6) 


tc) 


«QLE Object: Picture (Device Independent Bitmap) » 


Sender: 


Cody, Aisha (HHS/OASH) </0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN = RECIPIENTS/CN=3E20854578A14F61B16BC962D397D9A8-CODY, AISHA> 

















Recipient: 

Foley, Diane (HHS/OASH) </o=Exchange La bs/ou=Exchange Administrative Group 
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Sent Date: 

2018/07/27 12:23:39 

Delivered Date: 

2018/07/27 12:23:47 







From: 

Foley, Diane {HHS/OASH) </0-EXCHANGELABS/GU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPI ENTS/CN = BCBB7A763D4A4E3096C2061C2CB3254E-FQLEY, 
DEB0> 

To: 

Giroir, Brett (HHS/OASH) </o=Exchangelabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=a56fce4755704c4ca03Id 621 b46fd 6f7-G iron, Bre> 

CC: 

Huber, Valerie (HHS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F YDI BO H F2 3S PDLT)/c n=Red p ients/e n=382ed 2 bf51144d 19 bbff4c0ee2b0367d-Huber, Vale> 

Subject: 

Summary of SUD Expert Work Group 

Date: 

2013/07/27 16:39:00 

Priority: 

Normal 

Type: 

Note 


Adm Giroir, 

I have attached my summary of the highlights from the Substance Use Disorder Expert Work 
Group meeting sponsored by OASH/OPA as well as the longer summary provided by the TA 
group for your review. I also have attached the powerpoint from Dr Mishka Terplan who 
presented at the opening plenary session of the recent National Family Planning Conference. He 
is board certified in addiction medicine and obstetrics-gynecology and has experience combining 
SUD treatment and family planning. The first three general sessions were devoted to 
collaboration opportunities for addressing the opioid crisis in combination with family planning 
services. 


Please let me know if I can provide further information. 
Diane 


Diane Foley MD, FAAP 

Deputy Assistant Secretary 

Office of Population Affairs 

Office of the Assistant Secretary for Health/HHS 

Phon e: 240-453-2888 (o) 

(c) 


(b)(6) 


Sender: 

Foley, Diane (HHS/OASH) </0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 
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Recipient: 
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From: 

Schmidt, Stefanie R. <sschmidt@mitre.org> 

To: 

Foley, Diane (HHS/OA5H) </o=Exchange La bs/ou=Exchange Administrative Group 
(F Y DI80 H F2 3 SP D LT)/cn=Red pi ents/cn=bcb b 7 a763d 4a4e3096c20 61c2c b8254e- Fo ley, Debo>; 
Silver, Karen (OS/OASH) </o=ExchangeLabs/ou=Exchange Administrative Group 
(F Y DIB0 H F2 3 SP D LT)/cn=Red pi ents/ cn=f656a 174bc544812a 2 8a8799b 18 5 a 5fA -S i 1 ver, Kar> 

CC: 

Thaker, Samruddhi <sthaker@m itre.org>; 

Ward, Carol < ceward@mitre.org> 

Subject: 

Important Documents for Teen pregnancy Prevention Project (SOW, Contract Award, Project 
Work Plan, and Survey Protocol) 

Date: 

2018/07/27 18:11:00 

Due Date: 

2018/07/28 20:00:00 

Priority: 

Normal 

Type: 

Note 


Diane and Karen, 

I enjoyed having the opportunity to meet both of you in person yesterday. 

As requested, I have attached the following documents: 

■ * Most recent version of SOW (with redime edits showing differences from original) 

■ * Most recent version of Project Work Plan 

■ * Protocol for fecundity survey administration 

■ * MITRE cost proposal from September 2017 

■ * Signed award document from September 2017 

■ » Signed no-cost modification award document from May 2018 

Please let us know if you have any questions about these materials. 


Thank you, 

Stefanie R, Schmidt, Ph.D. 

Project Lead for OASH Teen Pregnancy Prevention Project 

CAMH Federally Funded Research and Development Center, operated by The MITRE Corporation 
7515 Coishire Drive ] McLean, VA 1 22102-7508 

email: sschmidt@mitre.org 


o: 703-983-4074 c: 


(b)(6) 


MITRE is a not-for-profit organization that operates federally funded research and development confers 
for the government . 


Sender: 

Schmidt, Stefanie R. <sschmidt@mitre.org > 
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